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"HAUGHTON 8 COMPANY. 16, ; PATERNOSTER. ROW, E. 


and Car 
Iron or Composite 


OHNSON & PHILLIPS, 


"TELEGRAPH ENGINEERS, ELECTRICIANS, & CONTRACTORS. 


OFFICE: 16 UNION COURT, OLD BROAD STREET, LONDON, EC. 
: WORKS : VICTORIA ROAD, CHARLTON, LONDON, S.E. 


of all Telegraph Appliances, Materials, and Machinery for ‘Making and 


Laying Submarine Cables, and Contractors for Underground & Aerial Telegraphs. 


Tron Tele aph Buoys, Grapnels; both Patent and Ordinary ; Centipiedes, Creépers, Mushrooms, Sinkers, Cable 
Gnks, Licking-up ana Machinery, Dynamometers, Bow and Stern Gear, Steam and Hand 
¢ ears, ana Chain Fittings, Cable Drums, Splicing and Fointing Tools, Ge. 
Machine Designed and Constructed for the Complete Equipment ef Telegraph Cabie Factoriés-and  - 
Vessels. Wire Testing Machines for Te.sion, Élongation, and Torsion. Special Wire 
Machines for Shallow and Deep Water. 
~ All-Apparatus and Material used : in the Construction and Maintenance of LAND LIN ES, vis, :— 
INSUDATORS— Yohuton & Philips s Patent Fluid Insulators, and all kinds of the ordinary form. 


BATTERINS—Sole of Aigvins’ Patent Bichromate and all the forms. Contractors for the supply of Zinc 


bow: Battery Plates of special 
Poles ‘of various 


KERS OF SPECIAL AND Fietp Canis, Since or Cores, 
Insulated Copper Wires, Strand and Ropes, taped or braided, cotton or silk covered. 


MGLECTRIS LIGHT.—Sole Makers of Brockie’s Micctric Lamp. 
Every ef Leading WERES and CABLES. CARBON RODS, both Black and coppered. 
ESTIMATES. FOR LE TE SYSTEMS OF LIGHTING. 


HOOPER TELEGRAPH ‘AND INDIA RUBBER WORKS. 


LOMBARD STREET, LONDON, E.C. 
Works MITCHAM AND MILLWALL DOCKS. 


oF SUBMARINE A AND SUBTERRANEAN TELEORAPH CABLES 
UNDER" HOOPERS PATENTS. 


con TRA c yo 


L 


BLOCK TELEGRAPHS AND ELECTRIC 
INTERLOCKING SIGNALS. 


VER & COMPANY | 


Respectfully invite the attention of Railway Directors, Man 

and Engineers to their important improvements in. ** Block 
Telegrap "especially to their new system {Patent 18 4e in Con- 
junction with Messrs: Saxey & FARMER), inspected and improved 


NDSAY 


MANUPFACTURER OF ALL KINDS 


SCREWS, 


IRON, STEEL, or BRASS, 


et h Bind Terminals. &e. WII Æ this appliance, à signaiman w o receives a telegraphic in ication 
of a line locked from the aiman in advance, cannot possibly 

All turned or shaped s for Dynamo 


id hove to the e 
and Magneto hack: contrary signal upon the outside semaphore ngine- 


=a À mount MILLS STEAM SCREW WORKS = “Such is the latest development of railway sigualling, which is 
hy of careful a d ked 
SEWARD ST., GOSWELL ROAD, LONDON, EC. the 


(On and after August rst; IRST, this business mili bel Office and Works— 
arried on at Anchor Works, Anchor Street, Stepney, E 
under aie bind of “ The International Machine Ca.” 


ELECTRIC LIGHT AGENCY. 
ARC LIGHT. INCANDESCENT LIGHT. 


MANUFACTURERS AND CONTRACTORS FOR ALL DESCRIPTIONS OF ELECTRIC LIGHT. | 
JAMES H. MCKEAN, Secrets. HENRY F, JOEL, A.M.LC.E., 


52, QUEEN VICTORIA STREET, LONDON, EC. 


Asuwim Sressr, DALsrOn Junction, Lonpon, Ey 


ÉD. BADOUREAU, 


| BOX-WCOD BLOCK MANUFACTURER FOR ENGRAVERS. 


BOLTED & AMALGAMATED BLOCKS OF ALL SIZES. 


DA mar BLASSES AND STANDS, STONES, ROLLERS, INK, & EVERY DESCRIPTION OF TOOLS AND 
à Le MATERIALS FOR ENGRAVING. 


st. BRIDE. ST. LUDGATE CIRCUS, & 19, RUE DL. PARIS. 
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PATENTS FOR INVENTIONS. 


OBERTSON, Broman, & Co. (established 50 
years) continue to obtain Patents for Inventions. ving oy 


containing special advice, gratis or by post. 166, Fleet Street, 
London. 


PHILLIPS BROS., 


ELECTRICAL WIRE MANUFACTURERS, 
MACINTOSH LANE, HOMERTON, 
LONDON, | 
Manufacturers of Gutta-Percha, India-Rubber, Com- 
pound Cotton Silk, Flexible Cords, Telephone Wire, &c., 


&c. Multiple and other Wires. Special Wires for 
Dynamo-Machines. Electric Light Leads, &c. 


TELEGRAPHIC CABINET WORK, 


54, COMPTON STREET, CLERKENWELL. 
(Established 1844.) 


INSTRUMENT CASES OF ALL DESCRIPTIONS. 


Wholesale Maker of the Gower-Bell Telephone Case 
as adopted by Her Majesty’s Government. See Stand 


No. 556, Exposition Internationale d’Electricité, Paris, 
1881. 


FREDERICK SMITH & CO. 
Caledonia Works, - 
HALIFAX, ENGLAND. 


& PECIALITIES— 


BEST TELEGRAPH & TELEPHONE WIRE, 


To all Specifications, 100 ibs. pieces. 
CONTRACTORS TO HM. POSTMASTER-GENERAL, 


STRAND WIRE, 3-16ths, 7-14ths. 
SIGNAL & STAY WIRE. PATENT STEEL WIRE. 


PRIZE MEDALS— 
LONDON, 1862. PARIS. MOSCOW. VIENNA. PHILADELPHIA. 


| MACHINERY for covering Telegraph Wire with : 
Silk, Cotton, Flax, Hemp, India-Rubber, Gutta-Percha, &c. 


_ Wire Stranding Machines. Complete sets of Machinery for the 
Manufacture of Telegraph Cables. 


THOS, BARRACLOUGH, 8, Kine STREET, MANCHESTER. 


RICHARD JOHNSON & NEPHEW, 
MANCHESTER, 


‘TELEGRAPH & TELEPHONE LINE WIRE. 


LoNDON OFFICE— | 
8, GREAT WINCHESTER STREET, E.C. 


W. T. GLOVER & CO. 


INSULATED WIRE MANUFACTURERS, 
25, BOOTH ST., MANCHESTER. 
Works, 4, Bridgewater St., Broughton Rd., Salford. 


SPECIALITIES. 


Specially-covered Gutta-percha Wire for Leading-in, Tunnel, and 


Underground Work. Specially-covered Iron Wire for Aerial Lines. 


Fancy-covered Copper Wire (Paraffined) for Telephonic and Bell 
Ad see Cotton-covered Gutta-percha Wire for Bellwork. Special 

es of Klectric Light Leads for the Brush, Gramme, &c., systems. 
All classes of Covered Wire and Cables for Telegraphic, Telephonic, 


and Electric Work, as supplied to the Post Office and the Principal 
Railway and Telephone 


THE “JAMIN” PATENT ELECTRIC LIGHT. 


Compagnie Générale d’Eclairage Electrique. 
CAPITAL 8,000,000 FRANCS. | 


Proprietors of the Gramme Patent Machine for 
Alternate Currents. 


J. A. BERLY, CE, AS.T.E., &., Engineer, 


And Sole Agent for Great Britain and the Colonies, 
16, NEW BRIDGE STREET, LONDON. 


ELECTRICAL AND SCIENTIFIC APPARATUS. 


Manufacturers of Electric Bells, Indicators, 
Constant Batteries, Telephone Switches and 
Transmitters, Induction Coils, Terminals, 
Carbons, Wires, &c. 


| COMPLETE CATALOGUE, TWO STAMPS. 


THOMAS CRAMPTON & Co., 


MANUFACTUAING ELECTRICIANS AND OPTICIANS, 
251, HIGH HOLBORN, LONDON, W.C. 


AND | 
| 
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THE BROOKS PATENT INSULATORS 
WERE AWARDED THE FIRST PREMIUM 


At the Paris Exposition of 1867, at the VIENNA EXPOSITION, 1873, at the CINCINNATI INDUSTRIAL 
EXposITION in 1874, and at the CENTENNIAL EXPOSITION at PHILADELPHIA in 1876. 


These INSULATORS are being largely used by the WESTERN UNION and AMERICAN UNION TELEGRAPH Cos. 


Manufactured and for Sale by 


DAVID BROOKS, 


22, SOUTH Risr STREET, PHILADELPHIA. 


ESTABLISHED 1851. 


BIRKBECK BANK, 


Southampton Buildings, Lane. 


Accounts according to the usual practice of other 


Bankers, and Interest allowed on the minimum monthly balance 
Fin not drawn below £25. No commission charged for keeping 
ccounts, 


The Bank also receives money on Deposit at Three per cent. 
Interest, repayable on demand. 


The Bank undertakes for its Customers, free of charge, the 
custody of Deeds, Writings, and other Securities and Valuables; 
the collection of Bills of Exchange, eg and SNS : and 
the purchase and sale of Stocks and Shares 


Letters of Credit and Circular Notes issued, 
A Pamphlet, with full particulars, on application. 


FRANCIS RAVENSCROFT, Manager, 
1st March, 1880. 


ELECTRIC BATTERIES, 
GEO. G. BLACKWELL, 
26, CHAPEL ST., LIVERPOOL, 


sedin — 
CLANCHE and 


THE BIRKBECK BUILDING SOCIETY’S ANNUAL 
RECEIPTS EXCEED FOUR MILLIONS. 


How To PURCHASE A HOUSE FOR TWO 
GUINEAS PER MONTH, 


With Immediate Possession and no Rent to pay. —Apply at the 
Office of the BIRKBECK BUILDING SOCIETY. 


How To PURCHASE A PLOT OF LAND FOR 


FIVE SHILLINGS PER MONTH, 


With Immediate Possession either for Building or Gardening pur- 


poses. —Apply at the Office of the BIRKBECK FREEHOLD LAND 


SOCIETY. 


A Pamphlet, with full particulars, on application. 
FRANCIS RAVENSCROFT, Manager. 
Southampton Buildings, Chancery Lane. 


GEORGE BEECH, 
Telegraph Instrument Case Manufacturer 
by Steam Power, 

10, RD., HIGH ST, 


KEINGSLANTD. 


Railway and Telegraph Engineers supplied with every de- 
scription of Telegraph Instrument Cases, Single Needle, 
Block, Bell, Switch, &c. The material and workmanship 
of first quality and guaranteed. (Established 1872.) 


Terms moderate for Cash. 


| 119 South Fourth St. | 
PHILADELPHIA. 


Branch Office, 
605 Seventh Street, 


WASHINGTON, D. GC. 


— 


H. HOWSON, 
Engineer and Solicitor of Patents. 


C. HOWSON, 


Attorney at Law, and Counsel in 
Patent Cases. . 


Address— HOWSON & SON, 


119, SOUTH FOURTH STREET, PHILADELPHIA, U.S.A. 


| 
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NEWALLS PATENT LIGHTNING CONDUCTORS. 


Experience, accumulated since the time of Benjamin Franklin, { proves conclusively that a * Conductor made 


, of adequate sizé, is the best of all appliances: for :the- protection of Coney of 


NEWALL & C0.’8 PATENT COPPER-ROPE LIGHTNING CONDUCTOR, 
As applied to all kinds of Buildings and. Shipping in all, paris of the world with. unvarying success, is the 


most liable, most effective, and cheapest conductor offered to the public. 


It is simple i in its application, no insulators being required ; and, it costs only ONE SHILLING per foot for the ‘ 
size, — is safe in any storm. tandard 


+ SOLE PATENTEES OF UNTWISTED WIRE ROPE. . nn 
Wenufacturers of Iron and Steel Ropes for: Colliery and Railway Purposes. Rigging 
Ropes, Guide Ropes, &c. 


GILT AND SILVER CORD FOR HANGING PICTURES. . IRON, STEEL, AND COPPER CORD FOR CLOCK.AND SASH LINES, &cC. 


R. S. NEWALL & Co., LONDON, 130, STRAND, W.C. 
Waterloo Road; GLASGOW, 68, ‘Anderston ; MANUFACTORY, 


À 


‘EDWARD PATERSON, 
TELEGRAPH AND. ELECTRICAL ENGINEER, 
16, LITTLE BRITAIN, ALDERSGATE STREET, EC. 


Manufacturer “of “Telephones, and” all’ descriptions of 
:Telephonic Apparatus” for Exchangés or Private Lines. =~ 


Messrs. AYRTON & PERRY’S ABSOLUTE OMETER FOR CURRENTS, 


| NOTICE. —THE GOWER-BELL LOUD-SPEAKING .TELEPHONE.—A limited number. of - whine 
valuable Instruments, with royalties fully paid, may still be obtained of EDWARD PATERSON, who is prepared to 
tender for the erection of Telephone Exchanges or Private Lines in any part of the United Kingdom. As the policy 
of the Proprietor of the Patent is now ) only to rent these aha ME pere desirous of purchasing should lose no 
time in securing them. 2 


SPECIAL NUMBER _ | ELECTRICAL & SCIENTIFIC APPARATUS. 


JOURNAL OF E SOCIET Electric Bells, Bevetainy Indicator, 


Constant Manganese Batteries, 


TELEGRAPH ENGINEERS & OF ELECTRICIANS. | TELEPHONE SWITCHES AND TRANSMITTERS, 


Edited by Prof. Ayrton, F.R.S. Induction Coils and Vacuum Tubes, | 

Forms a Guide Book to the British Section of the Terminals, Carbons, Wire, and all Materials... 

. Paris Electrical Exhibition, and contains detailed 

descriptions of all the British Exhibits. _ INSTRUMENTS MADE, REPAIRED, OR ALTERED 
| | ON THE PREMISES. 
E & N S P O N ZUustrated Bell List, Sree; complete C atalogue, Two Stamps. 
CHARIN G CRO SS, LO N DON, De mu guotations to the Trade. 
THE EXHIBITION BUILDINGS, HENRY T. D ALB, 


BRITISH SECTION, PARIS. 


) 


PRICE TENPENCE, OR ONE FRANC. | 4, Little Britain, London, E.C. pe 
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THE BROOKS PATENT INSULATORS 
WERE AWARDED THE FIRST PREMIUM 


At the Paris ExposiTion of 1867, at the VIENNA ExposITIoNn, 1873, at the CINCINNATI INDUSTRIAL 
EXposirION in 1874, and at the CENTENNIAL EXPOSITION at PHILADELPHIA in 1876. 


These INSULATORS are being a used by the yar Union and AMERICAN UNION TELEGRAPH Cos, 


Manufactured and for Sale by 


DAVID BROOKS, 


22, SOUTH 2Qisr STREET, PHILADELPHIA. | 


ESTABLISHED 1851. 


BIRKBECK BANK, 


_ Southampton Buildings, Chancery Lane. 


Current Accounts opened according to the usual practice of other 


Bankers, and Interest allowed on the minimum monthly balance 
— not drawn below £25. No commission charged for keeping 
ccounts, 


The Bank also receives money on Deposit at Three per cent. 
Interest, repayable on demand. 


The Bank undertakes for its Customers, free of charge, the 
custody of Deeds, Writings, and other Securities and Valuables; 
the collection of Bills of Exchange, Dern, and SR : and 
the purchase and sale of Stocks and Shares 


Letters of Credit and Circular Notes sd 
A Pamphlet, with full particulars, on application. 


FRANCIS RAVENSOROFT. Manager. 
1st March, 1880. 


ELECTRIC BATTERIES, 
GEO. G. BLACKWELL, 

26, CHAPEL ST., LIVERPOOL, 
specially the 
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LECLANCHE and 
other Batteries. 


also CRUSHED CARBO 
TES, POROUS CELLS, 
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MANGANESE MINERAL WORKS 
GARSTON DUOK, LIVE 


THE BIRKBECK BUILDING SOCIETY’S ANNUAL 
RECEIPTS EXCEED FOUR MILLIONS. 


How To PURCHASE A HOUSE FOR TWO 
GUINEAS PER MONTH, 


With Immediate Possession and no Rent to pay. —Apply at the 
Office of the BIRKBECK BUILDING SOCIETY. 


How To PURCHASE A PLOT OF LAND FOR 
FIVE SHILLINGS PER MONTH, 


With Immediate Possession either for Building or Gardening pur- 
poses.—Apply at the Office of the BIRKBECK acumen LAND 
SOCIETY. 


A Pamphlet, with full particulars, on application. 
FRANCIS RAVENSCROFT, Manager. 
Southampton Buildings, Chancery Lane. 


GEORGE BEECH, 
Telegraph Instrument Case Manufacturer 
by Steam Power, 

10, SANDRINGHAM RD. HIGH ST. 


Railway and Telegraph Engineers supplied with every de- 


AND ORE YARDS, | 
RPOOL. 


scription of Telegraph Instrument Cases, Single Needle, 
Block, Bell, Switch, &c. The material and workmanship 
| of first quality and guaranteed. (Established 1872.) 


Terms moderate for Cash. 


‘| 119 South Fourth St. | H. HOWSON, 
* PHILADELPHIA. | Engineer and Solicitor of Patents. 
Branch Office, C. HOWSON, 
605 Seventh Street, | Attorney at Law, and Counsel in 
WASHINGTON, D. 6. | Patent Cases. 
Address— HOWSON & SON, 


119, SOUTH FOURTH STREET, PHILADELPHIA, U.S.A. 
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PATENT LIGHTNING CONDUCTORS. 


Experience, accumulated Since the time of Benjamin Franklin, proves conclusively ‘that a 7 1.0 made 
f Copper, of adequate. size, is the best of all appliances: for :the- rotection: of desoription the 
-deStructive effects of Lightning. . 1 


NEWALL & CO.'S PATENT COPPER-ROPE LIGHTNING CONDUCTOR, 
As applied to all kinds of Buildings and Shipping in all pars of the world with unvarying success, is the 


most reliable, most effective, and cheapest conductor offered to the public. 
It is simple in its application, no insulators being required ; “and it costs only ONE SHILLING per foot for the standard 
size, which is safe in any storm. 


~ SOLE. PATENTEES OF UNTWISTED WIRE ROPE, . 


‘Manufacturers of Iron and Steel Ropes for Colliery and Railway Purposes. Rigging» 


_. Ropes, Guide Ropes, &c. 
GILT AND SILVER CORD FOR HANGING PICTURES... IRON, STEEL; AND COPPER CORD FOR CLOCK.AND. SASH LINES, &c. 


R. S. NEWALL & Co., LONDON, 130, STRAND, W.C. 
LIVERPOOL, = Waterloo Road ; GLASGOW, 68, ‘Anderston eet ; MANUFACTORY, 


LE M 


EDWARD PATERSON, 
TELEGRAPH AND. ELECTRICAL ENGINEER, 
7B, LITTLE BRITAIN, ALDERSGATE STREET, EC, 


Manufacturer “Of. “hi Steric ‘tne all descriptions of 
Telephonie Apparatus for Exchangés or Private Lines. = 


Messrs. AYRTON & PERRY'S ABSOLUTE GALVAN — FOR STRONG CURRENTS, 


« 


NOTICE.—THE GOWER-BELL LOUD-SPEAKING. TELEPHONE.—A limited number: 
valuable Instruments, with royalties fully paid, may still be obtained of EDWARD PATERSON, who is prepared to 
tender for the erection of Telephone Exchanges or Private Lines in any part of the United Kingdom. As the policy 
of the Proprietor of the Patent is now one to rent these Instruments, herve desirous of purchasing should lose no 
time in securing them. | 


SPECIAL NUMBER | ELECTRICAL & SCIENTIFIC APPARATUS. 


OF THE 
WHOLESALE MANUFACTURER.OF 


JOURNAL OF THE SOCIETY | Electric Bells, Electric Reversing Indicators, 


Constant Manganese Batteries, 


TELEGRAPH ENGINEERS & OF ELECTRICIANS. | TELEPHONE SWITCHES AND TRANSMITTERS, 


Edited by Prof. Ayrton, F.R.S. Induction Coils and Vacuum Tubes, 
Forms a Guide Book to the British Section of the | | Terminals, Carbons, Wire, and all Materials... 
: Paris Electrical Exhibition, and contains detailed etre 
descriptions of all the British Exhibits. | | | INSTRUMENTS MADE, REPAIRED, OR ALTERED | 
» ON THE PREMISES. 
E & F N S O N | lustrated Bell List, free ; complete Catalogue, Two S 
CHARING CROSS, LONDON, | Special quotations ta the Trade. 
THE EXHIBITION BUILDINGS, ENERY T. Ty ALE, 


BRITISH SECTI ON, PARIS. Manufacturing Electrician, 


PRICE TENPENCE, OR ONE FRANC. | 4, Little Britain, London, Ec ee 
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Ww. T. HENLEY'S TELEGRAPH WORKS 00, LIMITED, 


TELEGRAPH ENGINEERS AND CONTRACTORS, 


MANUFACTURERS OF SUBMARINE CABLES 
_ AND TELEGRAPHS OF ALL KINDS. 


| Telegraph Wires. and Stores of Every Description. 


8, Draper’ 8 éééré, Throgmorton Street, London. 
WORKS—NORTEH WOOLWICE. 


HUNNINGS & COX-WALKER’S TELEPHONES 


(Clear of all Patent Claims.) 
NONE TO EQUAL THEM FOR 


LOUDNESS, CLEARNESS, CHEAPNESS, SIMPLICITY, AND DURABILITY. — 
HARRISON, & (Co. DARLINGTON, 


AGENTS. 


M. THEILER & SONS, 


TELEGRAPH INSTRUMENT MANUFACTURERS, 
86, CANONBURY ROAD, LONDON, N 


MANUFACTORY—ALWYNE LANE, N. 


TELEPHONE TRANSMITTERS 


(THEILER’S PATENT, 1880). 
| LOUD AND DISTINCT. CANNOT GET OUT OF ORDER. 
. PRICE COMPLETE (with Sensitive Bell on same Board), £3 10s. 


PETER BROTHERHOOD, 


ENGINEER, 


| 53, ‘COMPTON STREET, GOSWELL ROAD, 


SILVER MEDAL, PARIS EXHIBITION. 


PATENT 3-CYLINDER ENGINES 


AS USED BY 


SIEMENS, GRAMME AND Woe 


FOR NG 
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THE TELEGRAPHIC JOURNAL AND 
ELECTRICAL REVIEW. 


IX.—No. 207. 


THE BRITISH ASSOCIATION. 
THE PRESIDENTS ADDRESS. 
Te address of Sir John Lubbock, Bart. the Pre- 
sident ofthe Association for the year 1881, is in many 
respects a remarkable one, considering the number 


of subjects with which the author dealt. The pro- 


gress of Electrical Science, from the important part 


which it plays at the present day, naturally came in 
for a fair share of attention. With reference to this 


subject, Sir John said: — . a 


Electricity in the year 1831 may be considered 
to have just been ripe for its adaptation to prac- 


tical purposes; it was but a few years previously, 


in 1819, that’ Oersted had discovered the deflective 


action of the current on the magnetic needle, that 
Ampére had laid the foundation of electro-dynamics, 
that Schweigger had devised the electric coil or 


multiplier, and that Sturgeon had constructed the 


first electro-magnet. It was in 1831 that Faraday— 
the: prince of' pure experimentalists—announced his 


discoveries of voltaic induction and magneto-electricity, - 


which with the other three discoveries constitute the 
principles of nearly all the telegraph instruments now 
in use; and in 1834 our knowledge of the nature of the 
electric current had been much advanced by the 
interesting experiment of Sir Charles Wheatstone, 
proving the velocity of the current in a metallic con- 
ductor to approach that of the wave of light. 3 
Practical applications of these discoveries were not 
long in coming to the fore, and the first telegraph line 
on the Great Western Railway from Paddington to 
West Drayton ‘was set up in 1838. In America, Morse 
is said to have commenced to develop his recording 
instrument between the years 1832 and 1837, while 
Steinheil, in Germany, during the same period was 
engaged upon his somewhat super-refined ink-recorder, 
using for the first time the earth for completing the 
‘return circuit; whereas in this country Cooke and 
Wheatstone, by adopting the more simple device of 
the double-needle instrument, were the first to make 


the electric telegraph a practical institution. Con- 


témporaneously with, or immediately succeeding these 
pioneers, we find in this country Alexander Bain, Bre- 
et in France, Schilling in Russia, and Werner 
emens in Germany, the latter having first, in 1847, 
among others, made use of gutta-percha as an insu- 


lating medium for electric conductors, and thus cleared | 


the way for subterranean and submarine telegraphy. 
Four years later, in 1851, submarine telegraphy 
became an accomplished fact through the successful 
establishment of telegraphic communication between 
Dover and Calais. Submarine lines followed in rapid 


_ places. 


succession, crossing the / English Channel and the 
German Ocean, threading their way through the 
Mediterranean, Black and Red Seas, until in 1866, 
after two abortive attempt, telegraphic-communication 
was successfully established between the Old and New 
Worlds, beneath the Atlantic Ocean. 

.In connection «with this great enterprise and with 
many investigations and suggestions of a highly 
scientific and important character, the name of Sir 
William Thomson will ever be remembered. The 
ingenuity displayed in perfecting the means of trans- 
mitting intelligence through metallic conductors, with 


_the utmost despatch and certainty as regards the 


record obtained, between two points hundreds and 
even thousands of miles apart, is truly surprising. The 


Instruments devised by Morse, Siemens, and Hughes 
_ have also proved most useful. | Genin 


‘ Duplex and quadruplex telegraphy, one of the most 
striking achievements of modern telegraphy—the result 
of the labours of several inventors—should not: be 
passed over: in silence. It not only: serves for the 


_ simultaneous communication of telegraphic intelligence 


in both directions, but renders it possible for four 
instruments to be worked irrespectively of one another, 
through one and the same wire connecting two distant 


Another more recent and perhaps still more wonder- 
ful achievement in modern telegraphy is the invention 
of the telephone and microphone, by means of which 
the human voice is transmitted through the electric 
conductor, by mechanism that imposes through its 


, extreme simplicity.: In this connection the names of 
Reiss, Graham Bell, Edison, and Hughes are those 


chiefly deserving to be recorded. 

’ Whilst electricity has thus furnished us with the 
means of flashing our thoughts by record or by. voice 
from place to place, its use is now gradually extending 
for the achievement of such quantitative effects as the 
production of light, the transmission of mechanical 
power, and the precipitation of metals.. The principle 
involved in the magneto-electric and dynamo-electric 
machines, by which these effects are -accomplished, 
may be traced to Faraday’s discovery in 1831 of the 
induced current, but their realisation to the labours of 
Holmes, Siemens, Pacinotti, Gramme, and other. In 
the electric light, gas-lighting has found ‘a formidable 
competitor, which appears destined to take its place in 
public illumination, and in lighting large halls, works, 
&c., for which purposes it combines brilliancy and 
freedom from obnoxious products of combustion, with 
comparative cheapness. The electric light seems also 
to threaten, when sub-divided in the manner recently 
devised by Edison, Swan, and others, to make inroads 


. into our dwelling-houses. | 


By the electric transmission of power, we may hope 
some day to utilise at a distance such natural sources 
of energy.as the Falls of Niagara, and to’work our 


cranes, ‘lifts, and machinery. of every description :bÿ 
means of sources of power arranged at convenient 


centres. To these applications the brothers Siemens 


have more recently added the propulsion of trainis’ by : 
currents passing through the rails, the fusion in ¢con- 
siderable quantities of highly refractory substances, ° 
and the use of electric centres of light in -horticulture ° 


as proposed by Werner and William Siemens.- By an 
essential improvement by Faure of the Planté Secondary 
Battery, the problem of storing electrical energy appears 
to have received a practical solution, the real import- 
ance of which is clearly proved by Sir W. Thomson’s 
recent investigation of the subject. 


It would be difficult to assign the limits to which. this: 
development of electtieal energy may not be rendered - 
serviceable for the purposes of man. == 


= 
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ADDRESS::0F :SIR WILLIAM ‘THOMSON | 


BEFORE: ‘THE PHYSICAL SCIENCE 


; 


On the. Sources. of Energy in Nature Available to 
for the Production of Mechanical Effect. 


Durine'the fifty years’ life of the British Association, 
the Advancement of Sciencé for which it has lived and 


worked: so well: has not been more marked in any 
department than in one which belongs very decidedly 
to the: Mathematical and Physical Section—the science 
of Energy. The very name energy, though first used 


W its present sense by Dr, Thomas Young about the | 
y . haustively enumerated, there is only. one not derived 
: from sun-heat—that is the tides. 


zeginning of this century, has only come into use prac- 
tically after the doctrine which defines: it had, during 


the first half. of the British Association’s life, been: 


raised from a mere formula of mathematical dynamics 
to the position it now:holds of. a principle: pervading 


all nature and guiding the investigator in every field of 


-A':little article communicated.to the Royal Society’ 


of Edinburgh; a'short time before the commencement of 
the epoch of energy, under thetitle ‘ On the Sources 


Available to: Man for the Production of Mechanical 
Effect.” *: contained the following :— . 
can: obtain mechanical effect 
purposes : by :workin 


by chemical combination, but in no other way at present 


known. Hence. the. stores: from which mechanical, 
_ effect may be drawn by man belong to one or other of. 


the following classes.:— 


ff IL. Natural heat. 4 

Solid matter found in elevated positions. 
“1V.. The natural motions of water and air. 

-"V. Natural combustibles (as wood, coal, coal-gas, 


oils, marsh-gas, diamond, native sulphur, native metals, 


meteoric iron), | 


“VI, Artificial combustibles (as ‘smelted or electri- 


cally-deposited metals, hydrogen, phosphorus). 


‘In the present communication, known facts in 
natural history. and physical science, with reference to 


the sources, from which these : stores have derived 
their mechanical energies, are adduced to establish the 
following general conclusions :— | 

‘* Heat radiated from the sun. (sunlight being included 
in the term) is the principal source of mechanical effect 
available to man.t :: From it is derived .the whole 


mechanical effect obtained by means of animals. 


working, water-wheels . worked by 
engines, 
‘2, The motions of the earth, moon, and sun, and 
their mutual attractions, constitute an important source 
of available mechanical effect. 
chiefly no doubt from the earth’s motion of rotation, is 
derived the mechanical effect of water-wheels driven by 
the tides. . | 


rivers, steam- 
galvanic engines, windmills, and the sails .of 


“3. The other known sources of mechanical effect 


available to man are either terrestrial—that is, belong- 
ing to the earth, and available without the influence of 


* Read at the Royal Society of Edinburgh on February 2nd, 1852 
(Proceedings of that date). - 

+ A general conclusion equivalent to this was published by Sir 
John Herschel in 1833. See his Astronomy, edit, 1849, $ (399). 


for their own 
méchanically themselves and: 
directing other animals to. work for them, or by using 
natural heat, the gravitation of descending solid masses, 
the natural motions of water and air, and the heat, or 
galvanic currents, or other mechanical effects produced. 


From them all, but: 


- 


din: 


any external body—or meteoric—that is, belonging to 
bodies deposited on the earth from external space. 
Terrestrial Sources, ‘including mountain quarries and 
mines, the heat of hot springs, and the combustion of 
native sulphur, perhaps also.the combustion of inorganic 
native combustibles; are actüally used; but the me- 
chanical effect obtained from them is very inconsider. 
able, compared with that which is obtained from sources 
belonging to the two classes mentioned above, Meteoric 


. sources, including only the heat of newly-fallen meteoric 
‘ bodies, and the combustion of meteoric tron, need not | 
: be reckoned among those available to man for practical 


Thus we may summarise. the natural sources of 


_ energy as tides, food, fuel, wind, and rain, 


Among the practical Sôürces of energy thus ex. 


Considér it first, | 
have called it practical, because tide-mills exist. But 


_the places where they can work usefully are very rare, 


and'the whole amount of work actually done by-them 


_ is a drop to the.ocean, of work done by other.-motors. 
A tide of two metres’ rise and fall, if we imagine it 


utilised to the, utmost by means of ideal water-wheels. 
doing with perfect economy, the whole. work of filling 
and emptying.a dock-basin in infinitely short times at 


_ the moment of high and low water, would give just 
_ one metre-ton-per Square metre ofarea: This work 
. done four times in the twenty-four hours amounts to 
_1-1620th of the work of a horse-power, Parenthetically, 
_in explanation, I may say that the 
-equivalent- (to which : in. all scientific. and:: practical 
. measurements we are. irresistibly drawn, notwithstand- 
_ ing a dense barrier of insular prejudicemost-detrimental 
to. the islanders)—the -French metrical : equivalent. of: 
. James Watt's ‘horse-power”..of 550 foot-pounds.per 
_ second,. or 33,000 foot-pounds. per. minute, or nearly 


French metrical 


two million foot-pounds per hour, is. 75 metre-kilo-. 


_grammes-per-second, or 4} metre-tons per minute, or- 


270 metre-tons: per hour, The French ton of. 1,000 
kilogrammes used in. this reckonning is 0°984 of the 


British ton, . | 


Returning to the question of utilising tidal energy, 
we find a dock area of 162,000 square metres (which is 


little more than 400 metres square) required for 100 


horse-power.. This, .considering the vast costliness of. 
dock construction, is obviously prohibitory «of every 
scheme for economising tidal energy by means of. 


_ artificial dock-basins, however near to the. ideal. per, 


fection, might be the realised tide-mill, and, however 
convenient and non-wasteful the accumulator—whether’ 
Faure’s electric accumulator, or other accumulators of. 


energy hitherto invented or to be inventeä—which 
_ might be used to store up the energy yielded by the tide- 


mill during its short harvests about the times of high and 
low. water, and to give it out when wanted atother 
times of six hours. .There may, however, be a dozen 
places possible in the world where it could be ad-. 
vantageous to build a sea-wall across the mouth of a. 
natural basin or estuary, and to utilise the tidal energy 
of filling it and emptying it by means of sluices and: 
water-wheels. But if so much could be done, it would | 
in many cases take only a little more to keep the water 
out altogether, and make fertile land of . the whole 
basin. Thus we are led up to the interesting econo-. 
mical question, whether is forty acres (the British agri- 
cultural measure for the area of 162,000 square metres) 
or 100 horse-power more valuable, The annual cost 
of 100 horse-power night and day, for 365 days of the: 
year, obtained through steam from coals, may be about 
ten times the rental of forty acres at £2 or £3 per acre. 
But the value of land is essentially much more than its. 
rental, and the rental of land is apt to be much more. 
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than £2 or 43 per acre in places where 100 horse- 


power could be taken with advantage from'coal through © 


steam. -Thus the question remains unsolved, with the 

ossibility that in one place the answer may be one 
hundred horse-power, and‘ in another forty acres. But, 
indeed, the question is hardly worth ‘answering,’ con- 


sidering the rarity of the cases, if they exist at all, 
where embankments for the utilisation of tidal energy 


are practicable. 


Turning now to sources of energy derived from sun- 


heat, let us take the wind first. When we look at the 


register of British shipping and see 40,000 vessels, of 
which about 10,000 are steamers and 30,000 sailing 


ships, and when we-think how vast an absolute amount » 
of horse-power is developed ‘by the engines: of those - 


steamers, and how. considerable a proportion it: forms 


of the whole horse-power taken from coal annually in - 
the whole world at the present time, and when we con- 


_ sider the sailing ships of other nations, which must be 


reckoned in the account, and throw in the little item of | 


windmills, we find that, even’ in the present days of 
steam ascendency, old-fashioned Wind still supplies a 


large part of all the energy used by man: ‘But however : 


much we may regret the time when Hood’s young 
lady, visiting the fens of Lincolnshire at Christmas, 
and writing to her dearest friend in London (both sixty 
years old now if they are alive), describes the delight 
of sitting in a bower and looking over the wintry plain, 
not desolate, because ‘‘ windmills lend: revolving ani- 
mation to the scene,” we cannot shut-our eyes to the 
fact of a lamentable decadence of wind-power. Is this 
decadence permanent, or may we hope that it is only 


temporary ?. The subterranean coal-stores of the world 
are becoming exhausted surely, and not slowly, and | 


the price of coal is upward bound—upward bound on 


the whole, though no doubt: it will have its ups and” 


downs in the future as it has had in the past, and as 
must be the case in respect to every marketable com- 
modity. When the coal is all burned; or, long before 
itis all burned, when there is so little of it left and the 
coalemines from which that little is to be excavated are 
so distant and deep and hot that its price to the con 


sumer is greatly higher. than at present, it is most — 


probable that windmills or wind-motors in some form 


will again be in the ascendant, and that wind will do” 
man’s mechanical work on land at least in proportion 


comparable to its present doing of work at sea. 

Even now it is not utterly chimerical to think of wind 
superseding coal in some places for a very important 
part of its present duty—that of giving light. Indeed, 
now that we have dynamos and Faure’s accumulator; 
the little want to let the thing be done is cheap wind- 


mills. A Faure cell containing 20 kilogrammes of lead. 


and minium charged and employed to excite: incan- 
descent vacuum-lamps, has a light-giving capacity of 


60-candle hours (I have. found considerably more in 


experiments made by myself; but I take 60 as a safe 
estimate), The charging may be done uninjuriously, 
and with good dynamical economy, in‘any time from 
six hours to twelve or more. . The drawing-off of the 
charge for.use may be done safely, but somewhat waste- 
fully, in two hours, and very economically in any time 
of from five hours to a week or more. Calms do not 
last often longer than three or four days ata time. 
Suppose, then, that a five days’ storage-capacity suffices 
(there may be a little steam-engine ready to set to 
work at any time after a four-days’ calm,.or the user 
of the light may have a few candles. or oil-lamps in 
reserve, and be satisfied with them when the wind fails 


for more than five days). One of the 20-kilogramme 


cells charged when the windmill works for five or six 
hours at any time, and left with its 60-candle hours’ 
Capacity to be used six hours a day for five days, gives 


a 2-candle light. Thus thirty-two such accumulatot 


cells soused would give as much light 4s four burners 


of London 16-candle gas. The probable cost of dynamo 
and accumulator does not seem fatal to the plan, if the 
windmill could be had for something comparable with 
the prime cost of a steam-engine capable of working 
at the same horse-power as the windmill when in good 
action. But windmills as hitherto made are very costly 
machines; and it does not seem probable that, without 
inventions not yet made, wind can be economically 


used to give light in any considerable class of cases, or 
to put energy into store for work of other kinds.’ 


Consider, lastly, rain-power: When it is to be had 
in places where power is wanted for mills and factories 
of any kind; water-power is thoroughly appreciated. 


From time immemorial, water-motors have been made 
in large variety for utilising rain-power in ‘the various 
conditions ‘in which it is presented, whether in 
rapidly-flowing rivers, in natural waterfalls, or stored 


at heights in natural lakes or artificial’ reservoirs. 
improvements and fresh inventions of machines of this 


class still go on; and some of the finest principles of 


mathematical hydrodynamics have, in the lifetime of 


the British Association, and, to a considerable degree, 
with its assistance, been put in requisition for perfect- 


ing the theory of hydraulic mechanism and extending 
A first question occurs: Are we necessarily limited 


to such natural sources of water-power as. ‘are supplied: 
_ by rain falling on hill-country, or may we look to the 


collection of rain-water in tanks placed artificially at 
sufficient heights over flat country to supply motive- 
power economically by driving water-wheels? To 
answer it: Suppose a height of 100 metres, which is 
very large for any practicable building, or for columns 
erected to support tanks; and suppose the annual rain- 
fall to be three-quarters of a metre (30 inches). The 
annual yield of energy would be 75 metre:tons ‘per 
square metre of the tank. Now one horsé-power for 


365 times 24 hours is 236,500 foot-tons ; and therefore 


(dividing this by 75) we find 3,153 square metres as the 
area of our supposed tank. required for a continuous 


supply of one horse-power. The prime cost of such a» 
structure, not to speak of the value of the land which it | 


would cover, is utterly prohibitory of any such plan for 
utilising the motive power of rain. We may or may 
not look forward hopefully to the time when windmills 
will again “lend revolving animation” to a dull flat 
country ; but we certainly need not be afraid that the 
scene will be marred by forests of iron columns taking 
the place of natural trees, and‘ gigantic tanks over. 
shadowing the fields and blackening the horizon. 
-To use rain-power economically on any considerable 
scale we must look to the natural drainage hill 
country, and take the water where we find it either 
actually falling or stored up and ‘ready to fall when a 
short artificial channel or pipe can be provided for it 


at moderate cost. The expense of aqueducts, or of. 


underground water-pipes, to catry watér to any great 
distance—any distance of more than a few miles or a 
few hundred yards—is much too gréat for économy 


_when the yield to be provided for is power; and such 


works can only be undertaken when the water ifself is 
what is wanted, Incidentally, in connection with the 
water supply of towns, some part of the energy. due to 


the head at which it is supplied may be used for power. 


There are, however, but few cases (I know of none 
except Greenock) in which the energy to sparé over 


‘and above that devoted to bringing the water to where 


it is wanted, and causing it to flow fast’ enough for 


convenience at every opened tap in every house or 


factory, is enough to make it worth’ while to make 
arrangements for letting the water-powet_ be used 
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without wasting the. water-substance. The. cases in 
which water-power is taken from a town supply are 
generally very small, such as working the bellows of an 


organ, or ‘“‘hair-brushing by machinery,” and involve 
simply throwing away the used water. The cost of . 


energy thus obtained must be something enormous in 
proportion to the actual quantity of the energy, and it 


is only the smallness of the quantity that allows the - 


convenience of having it when wanted at any moment, 
to be so dearly bought. | | 

For anything of great work by rain-power, the water- 
wheels must be in the place where the water supply 
= with natural fall is found. Such places are generally 

far from great towns, and the time is not yet come 
when great towns grow by natural selection, beside 
waterfalls, for power ; as they grow beside navigable 
rivers, for shipping. Thus hitherto the use of water- 
power has been confined chiefly to isolated factories 


which can be conveniently placed and economically — 
worked in. the neighbourhood of natural waterfalls. | 


But the splendid suggestion made about three years 
ago by M. Siemens in his presidential address to the 
Institution of Mechanical Engineers, that the power of 
Niagara might be utilised, by transmitting it electric- 
ally to great distances, has given quite a fresh departure 
for design in respect to economy of rain-power. From 


the time of Joule’s experimental electro-magnetic 


engines developing 90 per cent. of the energy of a 


Voltaic battery in the form of weights raised, and the | 


theory of the electro-magnetic transmission of energy 
completed thirty years ago on the foundation afforded 
by. the train of experimental and theoretical investiga- 
tions by which he established his dynamical equivalent 
of heat in mechanical, electric, 
_ chemical, electro-magnetic, and thermo-electric pheno- 
mena, it had been known that potential energy from 
any available source can be transmitted electro- 
magnetically by means of an electric current through a 
wire, and directed to raise weights at a distance, with 
_unlimitedly perfect economy. The first large-scale 

practical application of electro-magnetic machines was 
proposed by Holmes in 1854, to produce the electric 
light for lighthouses, and persevered in by him till he 
proved the availability of his machine to the satisfaction 
of the Trinity House and the delight of Faraday in 
trials at Blackwall in April, 1857, and it was applied 


to light the South Foreland lighthouse on December 8, - 


1858. This gave the impulse to invention ; by which 
the electro-magnetic machine has been brought from 
the physical laboratory into the province of engineering, 
and has sent back to the realm of pure science a 
beautiful discovery—that of the fundamental principle 
of the dynamo, made triply and independently, and as 
nearly as may be simultaneously, in 1867 by Dr. Werner 
Siemens, Mr. S. A. Varley, and Sir Charles Wheatstone ; 
a discovery which constitutes an electro-magnetic 
analogue to the fundamental electrostatic principle of 
Nicholson’s revolving doubler, resuscitated by Mr. C. F. 
Varley in his instrument ‘“ for generating electricity,” 
patented in. 1860; and by Holtz in his celebrated 
electric machine; and by myself in my “ replenisher.” 


_ for multiplying and maintaining charges in Leyden 
jars for heterostatic electrometers, and in the electri- 


fier for the siphon of my recorder for submarine cables. 
The dynamos of Gramme and Siemens, invented and 


made in the course of these fourteen years since the | 
discovery of the fundamental principle, give now a. 


ready means of realising economically on a large scale, 
for many important practical applications, the old 
thermo-dynamics of Joule in electro-magnetism ; and, 
what particularly concerns us now in connection with 
my present subject, they make it possible to transmit 
electro-magnetically the work of waterfalls through 


electro-chemical, 


. 


long insulated conducting wires, and use it at-distances . 
of fifties or hundreds of miles from the source, with | 
excellent economy—better economy, indeed, in respect © 
to proportion of energy used to energy dissipated than . 
almost anything known in ordinary mechanics .and | 
hydraulics for distances of hundreds of yards instead 
of hundreds of miles. | 
In answer to questions put to me in May, 1879,* by 
the Parliamentary Committee on Electric Lighting, I . 
gave a formula for calculating the amount of energy 
transmitted, and the amount dissipated by being con. 
verted into heat on the way, through an insulated 
copper conductor of any length, with any given electro- | 
motive force applied to produce the current. Taking 


Niagara as example, and with the idea of bringing its 


energy usefully to Montreal, Boston, New York, and 
Philadelphia, I calculated the formula for a distance of 
300 British statute miles (which is greater than the 
distance of any of those four cities from Niagara, and 
is the radius of a circle covering a large and very im- . 
portant part of the United States and British North 
America), I found almost to my surprise that, even . 
with so great a distance to be provided for, the con- — 
ditions are thoroughly practicable with good economy, - 
all aspects of the case carefully considered. The 
formula itself will be the subject of a technical commu- 
nication to Section A in the course of the Meeting on - 
which we are now entering. | therefore, at present, . 
restrict myself to a slight statement of results:— _ . 

I. Atel dynamos driven by Niagara to produce a 
difference of potential of 80,000 volts between a good 
earth-connection and the near end of a solid copper - 
wire of half an inch Ge centimetre) diameter, and 
300 statute miles (483 kilometres) length. | 

2. Let resistance by driven dynamos doing work, or 
by electric lights, or, as I can now say, by a Faure 
battery taking in a charge, be applied to keep the 
remote end at a potential differing by 64,000 volts 
from a good earth-plate there. | 

3. The result will be a current of 240 webers through 
the wire taking energy from the Niagara end at the . 
rate of 26,250 horse-power, losing 5,250 (or 20 per 


cent.) of this by the generation and dissipation of heat : 


through the conductor and 21,000 horse-power (or 80 


per cent, of the whole) on the recipients at the far end. _ 


4. The elevation of temperature above the surround- | 
ing atmosphere, to allow the heat generated in it to . 
escape by radiation and be carried away by convection 
is only about 20° Centigrade; the wire being hung 


freely exposed to air like an ordinary telegraph wire 


supported on posts. : 

.§. The striking distance between flat metallic surfaces . 
with difference of potentials of 80,000 volts (or 
75,000 Daniells) is (Thomson’s “ Electrostatics and 
Magnetism,” § 340) only 18 millimetres, and therefore 
there is no difficulty about the insulaticn. , 

6. The cost of the copper wire, reckoned at 8d. per lb., 
is £37,000; the interest on which at 5 per cent. is : 
41,900 a year: If 5,250 horse-power at the Niagara : 
end costs more than £1,900 a year, it would be better | 
economy to put more copper into the conductor; if : 
less, less. I say no more on this point at present, as 
the economy of copper for electric conduction will be » 
the subject of a special communication to the Section. 

I shall only say, in conclusion, that one great diffi- 
culty in the way of economising the electrical transmit- . 
ting power to great distances (or even to moderate 
distances of a few kilometres) is now overcome by 
Faure’s splendid invention. High potential—as Sie- 
mens, I believe, first pointed out—is the essential for 


* Printed in the Parliamentary Blue Book Report of the Com- — 
mittee on Electric Lighting, 1879. | 
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ood dynamical economy in the electric transmission 


of power. But what are we to do with 80,000 volts 
when we have them at the civilised end of the wire ? 
Imagine a domestic servant going to dust an electric 
lamp with 80,000 volts on one of its metals! Nothing 
above 200 volts ought on any account ever to be 
admitted into a house or ship, or other place where 
safeguards against accident cannot be made absolutely 
and for ever trustworthy against all possibility ot 
accident. In an electric workshop 80,000 volts is no 
more dangerous than a circular saw. Till I learned 
Faure’s invention I could but think of step-down 
dynamos, at a main receiving station, to take energy 
direct from the electric main with its 80,000 volts, and 
supply it by secondary 200-volt dynamos or 100-volt 
dynamos, through proper distributing wires, to the 
houses and factories and shops where it is to be used 
for electric lighting, and sewing-machines, and lathes, 
and lifts, or whatever other mechanism wants driving 
power. Now the thing is to be done much more 
economically, I hope, and certainly with much greater 
simplicity and regularity, by keeping a Faure battery 


of 40,000 cells always being charged direct from the 


electric main, and applying a methodical system of 
removing sets of 50, and placing them on the town- 
supply circuits, while other sets of 50 are being regularly 
introduced into the great battery that is being charged, 
‘so as to keep its number always within 50 of the proper 
number, which would be about 40,000 if the potential 
at the emitting end of the main is 80,000 volts. 


ADDRESS OF SIR W. ARMSTRONG, BEFORE 
THE MECHANICAL SCIENCE SECTION. 


W1TH reference to electricity, Sir William adverted to 
the question whether we may hope to evade the diffi- 
culties of the steam engine, as regards waste of power, 
by resorting to electrical methods of obtaining power. 
With regard to this important question, most people, 
he said, especially those who are least competent to 
judge, look to electricity as the coming panacea for all 
mechanical deficiency, and certainly the astonishing 
progress of electricity as applied to telegraphy, and to 
those marvellous instruments of recent invention which 
the British Post-Office claims to include in its monopoly 
of the electric telegraph, as well as the wonderful ad- 
vance which electricity has made as an illuminating 
agent, does tend to impress us with faith in its future 
greatness in the realm of motive power as well. The 
difference between heat and electricity in their modes 
of mechanical action is very wide. Heat acts by ex- 
pansion of volume, which we know to be a necessarily 
wasteful principle, while electricity operates by attrac- 
tion and repulsion, and thus produces motion in a 
manner which is subject to no 
than attends the motive action of gravity, as exempli- 
fied in the ponderable application of falling water in 
hydraulic machines. If then, we could produce elec- 
tricity with the same facility and economy as heat, the 
gain would be enormous, but this, as yet at least, we 
cannot do, | At present by far the cheapest method of 
generating electricity is by the dynamic process. In- 
stead of beginning with electricity to produce power, 
we begin with power to produce electricity, As a 
secondary motor, an electric engine may, and assuredly 
will, play an important part in future applications of 
power, but our present inquiry relates to a primary and 


reater loss of effect 


‘not a secondary employment of electricity, Thus we 


are brought to the question, from what source, other 
than mechanical action, can we hope te obtain a supply. 
of electricity sufficiently cheap and abundant to pas 4 

it to take the place of Seat as a motive energy. It iy 
commonly said that we know so little of the nature of 
electricity that it is impossible to set bounds to the: 
means of obtaining it, but ignorance is at least as liable. 
to mislead in the direction of exaggerated expectation’ 
as in that of incredulity, It may be freely admitted 
that the nature of electricity is much less understood: 
than that of heat, but we know that the two are very | 
nearly allied. The doctrine that heat consists of internal: 
motion of molecules may be accepted with almost ab- 
solute certainty of its truth. The old idea of heat being 
a separate entity is no longer held, except by those who 
prefer the fallacious evidence of their senses to the. 
demonstrations of science. So, also, the idea of 
electricity having a separate existence from tangible 
matter must be discarded; and we are justified in con- 
cluding that it is merely a strained or tensional 
condition of the molecules of matter. Although 
electricity is more prone to pass into heat than heat into 
electricity, yet we know that they are mutually con- 
vertible, In short, I need scarcely remind you that, 
according to that magnificent generalisation of modern 
times, so pregnant with great consequences, and for. 
which we are indebted to many illustrious investigators, 
we now know that heat, electricity, and mechanical 
action are all equivalent and transposable forms of 
energy, Of which motion is the essence. To take a 
cursory view of our available sources of energy, we have 
firstly the direct heating power of the sun’s rays, which 
as yet we have not succeeded in applying to motive 
purposes. Secondly, we have water-power, wind-power, 
and tidal-power, all depending upon influences lying 
outside of our planet. And, thirdly, we have chemical : 
attraction or affinity. Beyond these there is nothing 
worth naming. Of the radiant heat of the sun I shall 
have to speak hereafter, and bearing in mind that we 
are in search of electricity as a cause and not an effect 
of motive power, we may pass over the dynamical 
agencies comprised under the second head, and direct 
our attention to chemical affinity as the sole remaining | 
source of energy available for our purpose. At present 
we derive motive power from chemical attraction 
through the medium of heat only, and the question is, 
can we with advantage draw upon the same source 
through the medium of electricity? The process by 
which we obtain our supply of heat from the exercise 
of affinity is that of combustion, in which the sub- 
stances used consist, on the one hand, of those we call 
fuel, of which coal is the most important, and on the 
other, of oxygen, which we derive from the atmosphere. 


The oxygen has an immense advantage over every other 


available substance in being omnipresent and costless. 
The only money value involved is that of the fuel, and 
in using coal we employ the cheapest oxidisable sub- 
stance to be found in nature. Moreover, the weight of 
coal used in the combination is only about one-third the 
weight of oxygen, so that we only pay upon one-fourth 
of the whole material consumed, Thus we have con- 


_ ditions of the most favourable description for the pro- 


duction of energy, in the form of heat, and if we could 
only use the affinities of the same substances with equal 
facility to evolve electric energy instead of heat energy 
there would be nothing more to desire; but as yet 
there is no appearance of our being able to do this. 
According to our present practice we consume zinc, 
instead of coal, in the voltaic production of electricity, 
and not only is zinc 30 or 40 times dearer than coal, 
but it requires to be used in about six-fold larger 
quantity in order to develop an equal amount of energy. 
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Some people are bold enough to say that, with our 
present imperfect knowledge of electricity, we have no 
right to condemn all plentiful substances other than 
coal as impracticable substitutes for metallic zinc, but 
it is manifest that we cannot get energy from affinity 
where affinity has already been satisfied. The numerous 
bodies which constitute the mass of our globe, and 
which we call earths, are bodies in this inert condition. 
They have already, by the union of the two ‘elements 
composing them, evolved the energy due to combina- 


tion, and that energy has ages ago been dissipated in 


space in the form of heat, never again to be available 


to us, As well might we try to make fire with ashes. 


as to use such bodies over again as sources of either 
heat or electricity. To make them fit for our purpose 


we should first have to annul their state of combination, 
and this would require the expenditure of more energy: 


upon them than we could derive from their recombina- 


tion. Water, being oxydised hydrogen, must be placed: 


in the samé category as the earths. In short, the only 
abundant substances in nature possessing strong un- 


satisfied affinities are those of organic origin, and in the 


absence of coal, which is the accumulated product of a 
past vegetation, our supply of such substances would be 
This being the case, until a. means 
be found of making the combination of coal with 
oxygen directly available for the development of electric 
energy, as it now is of heat energy, there seems to be 
no probability of our obtaining electricity from chemical 
action at such a cost asto supplant heat as a motive 


. agent, Sir W. Armstrong then discussed the transmu- | 
tation of heat economically into the more available 


form of electricity, and continued--It is only the want 
of an efficient apparatus for converting heat into elec- 
tricity that prevents-our using the direct heating action 
of the sun’s rays for motive power. In our climate, it 
is true, we shall never be able to depend upon sunshine 


_ for power, nor need we repine on that account so long 


as we have the preserved sunbeams which we possess in 
the condensed and portable form of coal, but in regions 


more favoured with sun and less provided with coal 


the case would be different. The actual power of the 
sun’s rays is enormous, being computed to be equal 
to melting a crust of ice 103 feet thick over the whole 
earth in ayear, Within the tropics it would be a great 
deal more, but a large deduction would everywhere have 
to be made for absorbtion of heat by the atmosphere. 
Taking all things into account, however, we shall not 
be far from the truth in assuming the solar heat in that 
part of the world to be capable of melting annually, at 
the surface of the ground, a layer of ice 85 feet thick. 
Now let us see what this means in mechanical effect, 
To melt 1 lb. of ice requires 142°4 English units of heat, 
which multiplied by 772 gives us 109,932 foot pounds 
as the mechanical equivalent of the heat consumed in 
melting a pound of ice. Hence we find that the solar 
heat operating upon an area of one acre in the tropics, 
and competent to melt a layer of ice 85 feet thick in a 
year, would, if fully utilised, exert the amazing power 
of 4,000 horses acting for nearly nine hours every day. 
In dealing with the sun’s energy we could afford to be 
wasteful. Waste of coal means waste of money and 
premature exhaustion of coal beds. But the sun’s heat 
is poured upon the earth in endless profusion—endless, 
at all events, in a practical sense, for whatever anxiety 
we may feel as to the duration of coal, we need have 
none as to the duration of the sun. We have therefore 
only to consider whetner we can divert to our use so 
much of the sun’s motive energy as will repay the cost 
of the necessary apparatus, and whenever such an ap- 
paratus is forthcoming we may expect to bring into 
‘subjection a very considerable proportion of the 4,000 
invisible horses which science tells us are to be found 


à 


within every acre of tropical ground. But whatever 

be the future of electricity as a prime mover, either in 
a dominant or subordinate relation to heat, it is certain 
to be largely used for mechanical purposes in a second. 
ary capacity, that is to say, as the offspring instead of 
the parent of motive power. The most distinctive charac. 
teristic of electricity is that which we express by the word 
‘ current,” and this gives it great value in cases where 
power is required in a transmissible form. The term 
may be objected to as implying a motion or translation 
analogous to the flow of a liquid through a pipe, whereas 
the passage of electricity through a conductor must be 
regarded as a wave-like action communicated from 
particle to particle. In the case of a fluid current. 
through:a pipe, the resistance to the flow increases as 
the square of the velocity, while in the case of an 
electric current the resistance through a given con: 


' ductor is a constant proportion of the energy trans. 


mitted. So far, therefore, as resistance is concerned 
electricity has a great advantage over water for.the 
transmission of power. The cost of the conductor will, 
however, be a grave consideration where the length is 
great, because its section must be increased in propor- 
tion to the length to keep the resistance the same. It 
must also be large enough in section to prevent heating, 


which not only represents loss, but impairs conduc. 


tivity. To work advantageously on this system, a 
high electro-motive force must be used, and this will 
involve. loss by imperfect insulation, increasing in 
amount with the length of the line. For these reasons 
there will be a limit to the distance to which electricity 
may be profitable conveyed, but within that limit there 
will be wide scope for its. employment transmissively. 
Whenever the time arrives for utilising the power of 
great waterfalls the transmission of power by electricity 
will become a system of vast importance, Even now, 
small streams of water inconveniently situated for 
direct application, may, by the adoption of this 
principle, be brought into useful operation. For loco- 
motive purposes, also, we find the dynamo-electric 
principle to be avaïlable, as instanced in the very 
interesting example presented in Siemens electric 
railway, which has already attained that degree 
of success which generally foreshadows an im- 
portant future. It forms a combined fixed engine 
and locomotive system of traction, the fixed 
engine being the generator of the power and the 
electric engine representing the locomotive. Steam- 
power may both be transmitted and distributed 
by the intervention of electricity; but it will labour 
under great disadvantage when thus applied, until a — 
thoroughly reflective electric accumulator be provided, 
capable of giving out electric energy with almost un- 
limited rapidity. How far the secondary battery of 
M. Faure will fulfil the necessary conditions remains to 


be seen, and it is to be hoped that the discussions 


which may be expected to take place at this meeting of 
the British Association will enable a just estimate of 
its capabilities to be formed. The introduction of the 
Faure battery is at any rate a very important step in | 
electrical progress. It will enable motors of small 
power, whatever their nature may be, to accomplish 
by uninterrupted action the effect of- much larger 
machines acting for short periods, and by this means 
the value of very small streams of water will be greatly 
enhanced. This will be especially the case where the 
power of the stream is required for electric lighting, 
which, in summer, when the springs are low, will only 
be required during the brief hours of darkness, while in 
winter the longer nights will be met by a more 
abundant supply of water. Even the fitful power of 
wind, now so little used, will probably acquire new life 
when aided by a system which will not only collect 
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but equalise, the variable and uricertain power exerted 


by the air. It would greatly add to the utility of the 
a 


ure battery if ‘its weight and size could be con- 
siderably reduced, for in that case it might be applicable 
to many purposes of locomotion. ° We may easily con- 
ceive its becoming available in a lighter form for all 
sorts of carriages on common roads, thereby saving to 
a vast extent the labour‘of horses. Even the nobler 
‘animal that strides a bicycle, or the one of fainter 
courage that prefers the safer seat of a tricycle, may 
ere long be spared the labour of propulsion, and the 


time may not be distant when an electric horse far 


‘more amenable to discipline than the living one may 


be added to the bounteous gifts which science has 


bestowed on civilized man. 


ELECTRIC ENERGY. 
By Dr. C: W.'SIEMENS, F.R.S. | 
(Read before the British Astoriation, September, | 1881.) | sii 


‘On the rst of March, 1880, I communicated to the 
Royal Society a paper ‘‘On the Influence of Electric | 


Light upon Vegetation, &c.,” in which I arrived at the 
conclusion that electric light was capable of producing 
upon plants effects comparable to those of solar radia- 
tion; that chlorophyl was produced by it, and that 
bloom and fruit rich in aroma and colour could be 
developed by its aid. My experiments also went to 
prove that plants do not as a rule require a period of 
rest during the 24 hours of the day, but make increased 
and vigorous progress if subjected in winter time to 
solar light during the day and to electric light during 
the night. During the whole of last winter I con- 
tinued my experiments on an enlarged scale, and it is 
my present purpose to give a short account of these 
experiments and of some further applications of 
electric energy to farming operations (including the 
pumping of water, the sawing of timber, and chaff and 
root cutting) at various distances not exceeding half a 
mile from the source of power, giving useful employ- 
ment during the daytime to the power-producing 
machinery, and thus reducing indirectly the cost of the 
si jet during the night-time. The arrangement consists 
of a high pressure steam engine of six horse-power 
nominal, supplied by Messrs. Tangye Brothers, which 
gives motion to two dynamo machines (Siemens D) 
connected separately to two electric lamps each capable 
of emitting a light of about 4,000 candle-power. One 
of these lamps was placed inside a glasshouse of 2,318 
cubic feet capacity, and the other was suspended at a 
height of 12 to 14 feet over some sunk greenhouses. 
The waste steam of the engine was condensed in a 
heater, whence the greenhouses take their circulatin 

supply of hot water, thus saving the fuel that woul 

otherwise be required to heat the stoves. The experi- 
ments were commenced on the 23rd of October, 1880, 
and were continued till the 7th of May, 1881. The 
general plan of operation consisted in lighting the 
electric lights at first at six o’clock and during the short 
days at five o'clock, every evening except Sunday, con- 
tinuing their action until dawn. The outside light was 
protected by a clear gas lantern, while the light inside 
the house was left naked in the earlier experiments, one 
of my objects being to ascertain the relative effect of 
the light under these two conditions. The inside light 


- was placed at one side over: the! entrance into: the 
‘house, in front of a metallic reflector to savé:the: rays 
- that would otherwise ‘be lost to the-plants inside the 
‘house. The house was planted in the ‘first place with 


peas, French beans; ‘wheat,’ barley, and ‘oats,'as wellas 
with cauliflowers, | strawberries, “raspberries, peaches, 
tomatoes,’ vinés, and a variety of flowering plants, 


including roses, rhododendtons, and ‘azaleas, these 


plants being of a: comparatively hardy character, the 
temperature in this house was maintained as nearly as 
possible at 60 deg. Fahr. : The early effects observed 


were anything but’ satisfactory. While under’the in- 
- fluence of ‘the light suspended'in'the open air over the 


sunk houses the beneficial: éffects due to the electric 


- light observed during’ the ‘previous winter repeated 


themselves, but the plants in the house with the:naked 
electric light soon manifested’ a withered appearance. 


: Was this result the effect of: the naked: light, or was it 


the effect of the chemical products—nitrogenous com- 
pounds and carbonic acid—which. are produced'in the 
electric arc? Proceeding on the first-named:assump- 
tion, and.witha view of softening the ray of the electric 
arc, small jets‘of steam were introduced into the house 
through: tubes, drawing in atmospheric: air: with: the 


|. steam, and .producing the effects of clouds «interposing 


themselves ‘in an itregular fashion between: the light 
and the plants.’ This treatment was decidedly beneficial 


-to the plants, although care had to be:taken ‘not to 


increase the amount of moisture ‘thus’ introduced 
beyond certain limits. As regards the chemical pro- 


ducts—carbonic and nitrogenous compounds—it was 
thought that these would prove rather beneficial than — 


otherwise in furnishing the very ingredients upon 
which plant life depends, and, further, that the constant 
supply of pure carbonic acid resulting from the gradual 
combustion of the carbon electrodes, might render a 
diminution in the supply of fresh air possible, and thus 
lead to economy of fuel. The plants did not, however, 
take kindly to these innovations in their mode of life, 
and it was found necessary to put a lantern of clear 
glass round the light, for the double purpose of dis- 
charging the chemical products of the arc and of inter- 
posing an effectual screen between the arc and the 
plants under its influence. The effect of interposing a 
mere thin sheet of clear glass between the plants and 
the source of electric light was most striking, On 
placing such a sheet of clear glass so as to intercept 
the rays: of the electric light from a portion only of a 
plant—for instance, a tomato plant—it was observed 
that in the course of a single night the line of demarca- 
tion was most distinctly shown upon the leaves: The 
portion of the plant under the direct influence of the 
naked electric light, though at a distance from it of 
nine to ten feet, was distinctly shrivelled, whereas that 
portion under cover of the clear glass continued to 
show a healthy appearance, and this line of-demarca- 
tion was distinctly visible on individual leaves, Not 
only the leaves, but the young stems of the plants soon 
showed signs of destruction when exposed to the naked 
electric light, and these destructive influences were 
perceptible, though in a less marked degree, at a dis- 


tance of 20 ft. from the source of light. A question 


here presents itself that can hardly fail to excite the 
interest of the physiological botanist. The clear glass 
does not apparently intercept any of the luminous rays, 
which cannot therefore be the cause of the destructive 
action. Professor Stokes has shown, however, in 
1853, that the electric arc is particularly rich in highly 


- refrangible invisible rays, and that these are largely ab- 
_ sorbed in their passage through clear glass, it therefore 
appears reasonable to suppose that it is those highl 


refrangible rays beyond the visible spectrum that wor 
destruction on vegetable cells, thus contrasting with the 
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luminous rays of less refrangibility, which, on the con- 
trary, stimulate their organic action. Being desirous 


_to follow up this inquiry a little further, I sowed a por- 


tion of the ground in the experimental conservatory 
with mustard and other quick-growing seeds, and 
divided the field into equal radial portions by means of 
a framework, excluding diffused light, but admitting 
light at equal distances from the electric arc, The 
first section was under the action of the naked light, 
the second was covered with a pane of clear glass, the 
third with. yellow glass, the fourth with red, and the 
fifth with blue glass, The relative progress of the 
plants was noted from day to day, and the differ- 
ences of effect upon the development of the plants 


were sufficiently striking to justify the following conclu- _ 


sions :—Under the clear glass the largest amount of 


_ and most vigorous growth was induced ; the yellow glass 


came next in order, but the plants, though nearly equal in 
size, were greatly inferior in colour and thickness of stem 
to those under the clear glass ; the red glass gives rise to 
lanky growth and yellowish leaf ; while the blue glass pro- 
duces still more lanky growth and sickly leaf. The un- 
covered compartment showed a stunted growth, with a 


_ very darkand partly shrivelledleaf. It should beobserved 
that the electric light was kept on from 5 p.m. till 6 a.m. 


every night except Sundaysduring the experiment, which 
took place in January, 1881, but that diffused daylight 


was not excluded during the intervals ; also that circula- 
tion of air through the dividing framework was provided 


for, These results are confirmatory of those obtained by 
Dr. J. W. Draper (see ‘‘ Scientific Memoirs” by J. W. 
Draper, M.D., LL.D., Memoir X.) in his valuable re- 
searches on plant production in the solar spectrum in 
1843 which led him to the conclusion, in opposition to 
the then prevailing opinion, that the yellow ray, and not 
the violet ray, was most efficacious in promoting the 
decomposition of carbonic acid in the vegetable cell. 
Having in consequence of these preliminary inquiries 
determined to surround the electric arc with a clear 
glass lantern, more satisfactory results were soon ob- 
servable. Thus peas which had been sown at the end 
of October produced a harvest of ripe fruit on the 16th 
of February, under the influence, with the exception of 
Sunday nights, of continuous light. Raspberry stalks 
put into the house on the 16th of December produced 
ripe fruit on the 1st of March, and strawberry plants put 
in about the same time produced ripe fruit of excellent 
flavour and colour on the 14th of February. Vines 
which broke on the 26th of December produced ripe 
grapes of stronger flavour than usual on the roth of 
March, Wheat, barley, and oats shot up with extra- 
ordinary rapidity under the influence of continuous 
light, but did arrive at maturity; their growth having 
been too rapid for their strength caused them to fall 
to the ground after having attained the height of about 
12 inches. Seeds of wheat, barley, and oats planted in 
the open air and grown under the influence of the 
external electric light produced, however, more satis- 
factory results; having been sown in rows on the 6th 
of January, they germinated with difficulty on account 
of frost and snow on the ground, but developed 
rapidly when milder weather set in, and showed ripe 
grain by the end of June, having been aided in their 
growth by the electric light until the beginning of May. 
Doubts have been expressed by some botanists whether 
plants grown and brought to maturity under the 
influence of continuous light would produce fruit 
capable of reproduction; and in order to test this 
question, the peas gathered on the 16th of February 
from the plants which had been grown under almost 


continuous light action were replanted on the 18th of © 


February. They vegetated in a few days, showing 
every appearance of healthy growth, Further evidence 


on the same question will be obtained by Dr. Gilbert, 
F.R.S., who has undertaken to experiment upon the 
wheat, barley, and oats grown as above stated, but - 
still more evidence will probably be required before al} 
doubt on the subject can be allayed. I am aware that 
the great weight of the opinion of Mr. Darwin goes in 
favour of the view that many plants, if not all of them, 
require diurnal rest for their normal development, and 
it is with great diffidence, and without wishing to 
generalise, that I feel bound to state as the result-of all 
my experiments, extending now over two winters, that 
although periodic darkness evidently favours growth in 
the sense of elongating the stalks of plants, the con. 
tinuousystimulus of light appears favourable for healthy 
development at a greatly accelerated pace through all 


the stages of the annual life of the plant, from the 


early leaf to the ripened fruit. The latter is superior 
in size, aroma, and in colour to that produced by 
alternating light, and the resulting seeds are not, at 
any rate, devoid of regerminating power. Further 
experiments are necessary, I am aware, before it would 
be safe to generalise, nor does this question of diurnal 
rest in any way bear upon that of annual or winter rest, 
which probably most plants, that are not so-called 
annuals, do require. The beneficial influence of the 
electric light has been very manifest upon a banana 
palm, which at two periods of its existence—viz., during 
its early growth and at the time of the fruit develop. 
ment, was placed (in February and March of 1880 and 
1881) under the night action of one of the electric lights, 
set behind glass at a distance not exceeding two yards 
from the plant. The result was a bunch of fruit weighing 
75 lbs., each banana being of unusual size, and pronounced 
by competent judges to be unsurpassed in flavour, 
Melons also remarkable for size and aromatic flavour 
have been produced under the influence of continuous 
light in the early spring of 1880 and 1881, and I am 
confident that still better results may be realised whén 


the best conditions of temperature and of proximity to 
the electric light have been thoroughly investigated. 
My object hitherto has rather been to ascertain the 


general conditions necessary to promote growth by the 
aid of electric light than the production of quantita- 
tive results; but I am disposed to think that the time 
is not far distant when the electric light will be founda 
valuable adjunct to means at the disposal of the 
horticulturist in making him really independent of 
climate and season, and furnishing him with a power 
of producing new varieties. Before electro horticulture 
can be entertained as a practical process it would be 
necessary, however, to prove its cost, and my experi- 
ments of last winter have been in part directed towards 
that object. Where water-power is available the electric 
light can be produced at an extremely moderate cost, 
comprising carbon electrodes, and wear and tear of 
and interest upon apparatus and machinery employed, 
which experience elsewhere has already shown to 
amount to 6d. per hour for a light of 5,000 candles. 
The personal current attention requisite in that case 
consists simply in replacing the carbon electrodes every 
six or eight hours, which can be done without appreciable 
expense by the under gardener in charge of the fires of 
the greenhouses. In my case no natural source of power 
was available, and a steam-engine had to be resorted to. 
The engine, of six nominal horse-power which I employ 
to work the two electric lights of 5,000 candle-power 
each consumes 56 lbs. of coal per hour (the engine being 
of the ordinary high-pressure type), which taken at 
20s. a ton, would amount to 6d. or to 3d. per light of 
5,000 candles. | 


(7 0 be continued.) 
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THE PARIS ELECTRICAL EXHIBITION. 


THE BRITISH SECTION. 


ALFRED APPS. 


MR. ALFRED Apps, of 433, Strand, exhibits the large 
induction coil (shown a figure), constructed for 
Mr. W. Spottiswoode, F.R.S. 


wes —— : 


For a full description cf this fine inst rument, see 


TELEGRAPHIC JOURNAL, July Ist, 1877. 


JOSEPH BOURNE AND SON. 


Messrs. Joseph Bourne & Son, of the Denby 
Pottery, near Derby, display a large collection of 
porcelain insulators, battery cells, &c. The princi- 
pal forms shown are those indicated by the figures. 


other shapes—notably the Z pattern—have been 
largely supplied to the English Government Tele- 
graph Department. | 
he larger insulators exhibited are copies of the 
designs of colonial and foreign engineers who look 
for strength and durability as well as perfect insula- 
tion for long distances ; whilst the smaller speci- 
mens have been found equally adapted to telephone 
and mining purposes. | 
The peculiar qualities, before specified, of the 
ware also enter into the composition of the battery 
cells exhibited. | 


| RICHARD JOHNSON AND NEPHEW. 


Bradford Iron Works, Manchester, show the follow - 
ing specimens of iron wire manufactured by them 
more especially for telegraphic purposes :— 

No. OOBW Gbest galvanised iron rod for cable 
armour. The special feature of this specimen is its 
great length, the sample being made in one piece, 
without weld or joint, it is thus of great value for 
cable making, as welding is minimised, and there- 


weighs over 200 lbs. 
No. 8 B W G, galvanised telegraph wire of low 


the special requirements of the British Post Offic’ 
authorities and their specifications, and can 
manufactured in lengths of single pieces, 140 Ibs. 
each. 7 | 


| No. 16 3 strand galvanised telegraph wire is also 


The peculiar qualities resulting from the composi- 
tion of the paste from which the insulators are 
made are, a high degree of vitrefaction, combined 
with great toughness and strength. These qualities 
have led—since the commencement of the manu- 
facture thirty years ago—to a large and increasing 
demand for the ware. 

_ For many years Messrs. Bourne enjoyed the exclu- 
sive right to manufacture the well-known double V 
insulators patented by Mr. Varley, whilst those and 


prepared to meet the British Post Office authorities’ 
specification and requirements in every respect. 

No. 11 galvanised special telephone wire is pre- 
pared expressly for telephone work, and can be 
made in single pieces up to 140 lbs. if so required ; 
and from what has already been experienced in the 
erection of telephone lines it has satisfactorily filled 
every requirement. | 

No. 15 galvanised special telephone wire of a 


| high breaking strain. The same remarks are ap- 


Messrs. Richard Johnson and Nephew, of the 


fore weak places are comparatively few. This coil 


electrical resistance, This meets in every respect 
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plicable to this as to the No. 11, with the exception 
that the No. 15 is prepared for erection in towns 
and cities where appearance and light supports are 
wanted, and where an increased strength is re- 
quired as a margin of safety to prevent lines 
breaking down and falling across streets. : 


THE EXCHANGE TELEGRAPH COMPANY. 


The Exchange Telegraph Company will exhibit 
at the exhibition an improved fire-alarm telegraph. 


_ This apparatus has been constructed with a view to 


obviate the necessity for skilled supervision of its 
working and to remove the chief objections to the 
existing systems. 


~ : 
1 


Fic. 


It has been found in practice that numerous 
pieces of telegraphic apparatus at the receiving 
station, however perfect they may bein themselves, 
tend to destroy the confidence of the fireman in his 
ability to correctly interpret the signals; and al- 
though much good work has been done in London 
with a system which is an improvement on that 
which has found so much favour in the United 
States and in Holland and Germany, yet we venture 
to think that the new system will prove greatly 
superior to that referred to. he receiving 
apparatus (R, fig. 1) is inclosed in a single case, 
the face being not unlike that of a clock—the 
alarum which draws attention to the signal being 


upon the top of, and a key for the acknowledgment 


of the signal beneath, the dial. The single hand or 
pointer, with which the dial is furnished, points to 


the name of the street or post in which the signal- | 


ling box is placed and from which the alarm is given. 
This pointer is restored. to the zero or starting 
point by the movement of the key which sends the 
acknowledgment of the signal ; thé same move- 
ment also arrests the ringing of the call-bell, which 
would otherwise continue to ring until attended to. 
The signalling apparatus for the street is placed on 
or in a pillar, or in a recess in the wall of a building. 
It is furnished with a door in which is fastened 
a pane of glass, opposite the signalling handle. 
This glass is intended to be broken when the proper 
key is not at hand. The handle of the signalling 
apparatus is labelled “ Pull ;” and to give an alarm, 
it is only necessary to pull it once, when it winds 
and starts a short clock train of one whee! and a 


pinion, and transmits the signal. The handle mean- 
while is entirely detached from the rest of the 
mechanism, and nothing that the sender can do 
will interfere with the due transmission of the 
signal. The mechanism of the signalling apparatus 
is shown in fig. 2, and is the same as that usually 
employed,* but instead of the cam wheel interrupt- 
ing the circuit in a way to cause groups of dots 
and spaces to be embossed on a Morse tape, it is 
only necessary to interrupt the circuit as many 
times as there are steps from the zero point of the 
indicator to the name of the box which signals. In 
the front of the signal box or post, which is shown 


in front elevation by T, fig. 1, there is an aperture 


_ * For full descriptions of the working of the transmitter, which 
in general principle, with the exception mentioned, is identical 


with that now referred to, see TELEGRAPHIC JOURNAL, July 15th, 
1880. 
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in which a disc makes its apearance, owing to the 
reversal of the line current by the action of the 
acknowledgment key before mentioned. ‘The front 


door of each box when closed short-circuits the : 


electro-magnet which actuates the disc, and thus 
prevents damage to the apparatus from lightning, 
and also reduces the resistance of the circuit, and 
consequently the amount of battery power re- 
quired. Any failure of this part of the apparatus 
would not, unless it occurred in: several signalling 
boxes at a time, affegt the signals, as»the range of 
sensibility of the séceiving apparatus isivery con- 
siderable. To prevent tampering, a trembler bell is 
sometimes included in the apparatus inth&signal- 
ling box ; it Starts ringing upon the breakage of 


# 


| ye | | | | | | 
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FIG. 2. 


glass, or the opening of a door, and is calculated 
to arrest the attention of passers-by. This safe- 
guard is found to be of considerable service, as 
the statistics of false alarms derived from Captain 
Shaw’s report show:—from 15 Brights Fire 
Alarms, not so provided, there were received 19 
false alarms ; from 25 Exchange Telegraph Co.’s 
Fire Alarms, provided with bells, there were 
received only 14 false alarms. Or, unprotected 
boxes average 1°26 false alarms per box, and pro- 
tected boxes average 0°56 false alarms per box. 

The general arrangement of the apparatus is 
shown by fig. 1, Nos. 1, 2, and 3, representing sig- 
nal boxes or posts, and R, the dial receiver, which 
is actuated by a local battery, L, called into action 
by a relay worked by the line battery, B. 


"Max SABEL. 


Mr. Max Sabel, of 2, Coleman Street Buildings, 
exhibit rolls of telegraph tape for the Morse, 
Hughes, and Meyer instruments, also- for the 
Wheatstone automatic puncher, the siphon recorder 
of Sir W. Thomson, &c. The rolls are. made in 
all sizes, exactly to fit the respective instruments, 


and the paper is tinted to any shade required. The 
Slip is rolled tight, parallel along its whole length, 
is cut sharp and clean, and is freed from dust by a 
patent process. A speciality in the paper is the 
glazed quality which absorbs the printing ink in the 
shortest possible time and moreover uncoils freely. 


THE SCIENTIFIC Toy AND GENERAL NOVELTY 
COMPANY... 


The apparatus exhibited by this Company is 
adapted for teaching the principles Of science by 
means of cheap instruments, such. as. are'within the 
means of most boys. Boxes containing a quantity 
of apparatus.and book of instructions for performing 
a number of experiments'in electricity are shown ; 
these boxes range from 6d. to 58. eath, and are 
calculated to give a boy a taste for scientific 
pursuits and itiduce him to. searék for further 
information if Bô0ks that probably Hé-would never 


have read had he not been first captivated with 


the seductive illustrations of wonderful experi- 
ments, which are shown on the lids of these boxes, 
and where flashes of forked lightning are seen 
issuing from gigantic Leyden jars, to the intense 
satisfaction of a small boy, occupy a prominent 
position on the same picture. cer 

A model electric lamp for Is. is shown; this is 
an automatic lamp having a thick carbon rod fixed 
on the base, and a fine carbon resting on the stout 
one and falling by its own weight as it is consumed. 


_A battery of four Fuller cells will give a bright star 


of light for one hour. : 

The “Galvanophone,” or “ Electric Songster,” 
which is also exhibited, consists of a transmitter 
which can be connected through any length of 
wire with the galvanophone, the latter being a — 
small instrument of polished boxwood with a tele- 
phone mouth-piece. Any musical notes can be 
sent from the transmitter, and the same are repro- 
duced by the galvanophone with considerable 
power. 


Juzius Sax. 


The exhibit of Mr. Julius Sax, of 108, Great Rus- 
sell Street, Bloomsbury, consists chiefly of electric 
bells for houses, hotels, offices, &c., insulators for 
telephone stations, which, though excellent of their 
kind, do not possess any remarkable features of 
novelty which call for special description. Mr. Sax 
also shows an electrical water-gauge (patented) for 
recording the height of water in tanks or reservoirs. 
This apparatus, which is shown in general view by 
igs. I and 2, and in detail by figs. 3 and 4, consists - 
of two parts :—No. 1. The transmitter, fixed over or 
near the cistern. No. 2. The receiver, which may 


_ be fixed at any distance away from it.. The wheel, 


p, of the transmitter, fig. 3, carries a float (not 
shown in sketch), which float causes the wheel to 
turn in any direction. The same wheel is geared 
in the pinion and axle, A, which pinion is calculated 
to turn round once at each inch of the rising or 
falling of the float. The axle, A, carries two in- 
sulated weights, which are loose on the former, and 
are constrained to travel in one direction, by a 
small trigger arranged for this purpose. By the fall- 
ing of the float the one weight, w, is carried round 
and so causes the contact, c, to pass over the springs, 
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S, sending a copper current through the line to the 
receiver. By the rising of the float a second 
weight rises in the opposite direction, causing 
the contact, z, to pass over the springs, s', 
sending a zinc current in the line to the receiver. 
These currents cause the permanent magnet, 


M, Of the receiving instrument (fig. 4) to move 
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FiG. 3. 


either to the right or to the left, and so actuate 


the wheels carrying the hands. Ifthe hand of the 
receiving instrument is adjusted to work with the 
hand of the mechanical dial, the former will always 
follow thé latter and so show the state of the water 
in cistern, reservoir, or river, at any distance away. 
The apparatus is also arranged to ring an alarm- 
bell, both when the water has reached the highest 
or lowest points. | hi 


SIEMENS Bros. & Co., LIMITED. 


The electric lighting exhibit of Messrs. Siemens 
is of an extensive character, and comprises every 
variety of machine and lamp of the descriptions 
designed by the firm. The general types of 


machines are those indicated by figs. I, 2, and » 
and of lamps those represented by figs. 4:and 5.* 
Fig. 6:shows the Siemens dynamometer, an. in- 
strument which is coming into extensive use for 
the measurement of strong currents such as are 
used for electric lighting. ‘The principle: of -the 
apparatus is that of the attraction and repulsion of 


\ 
© 


« Lil: 
| 


one wire coil by another; one of these coils is 
suspended by a spiral spring, and the force of the 
attraction and repulsion is measured by observing 
the angle of torsion which has to be given to the 
spring in order to bring the suspended coil back 
to its zero position, that is to say at right angles 


to the fixed coil. A table is provided with each 


instrument which shows the strength of current 
in webers corresponding to any particular angle of 
torsion. | 

Messrs. Siemens exhibit being of a very exten- 
sive nature we are compelled to leave its continua- 
tion to a future number. 


— 


* For full descriptions of this apparatus see TELEGRAPHIC 
JOURNAL, Nov. 15th, 1277, Sept. rst, Oct. rst, Dec. 15th, 1879. 


“DI 


| 
| | FN K | 
| 
{ 
| | | 
| | 
Fic. 1 Fic. 2. | 
res 4 | 
| 
| |: M 
| | 
| 
vol i 
| 
| | 
| 
| 
i) 
| 
| 
| 
| | 
| 


SEPTEMBER 15, 1881.] THE TELEGRAPHIC JOURNAL. ~ 357 


| 
| 


Wes 
‘ 


| 
| I | | 


1 | 


L4 à 


: 
| 
4 } | 
|| = | = 724 
il \ \ | 
\ \\\ a 
| | | 
| Zz | 
| 
| | | | 
| j | 
Fe 
| | 
| | 
| } = | 
il | 
| 
| {| | | 
Ht | 


Breton Island — 


England—Holland 129 


358 


THE TELEGRAPHIC JOURNAL. 


[SEPTEMBER 15, 


THE TELEGRAPH CONSTRUCTION AND MAINTENANCE 


COMPANY. 


This well-known Company exhibit a fine case of 
specimens of all the cables which they have manu- 
factured in their works from the commencement 
of the time when the manufactory existed as the 


firm of Glass, Elliott and Company. The total 
‘mileage amounts to no less t an 63,628 miles, 
distributed as follows : _ | 


13 1854. Miles. 


3866. Miles. 
Sweden—Denmark. 12 Petsian Gulf. ... 170 
CorsicaSardinia #0 | Sweden... 6 
Spezzia —Corsica ... I10 Newfoundland — 
Sardinia—Africa 50 | Supplied to Telegraph | 
Newfoundland — C. Cos. for repairs,&c. 260 
Breton Island ... 74 1867. 7 
Sardinia—Africa ... 160 Placentia à St. Pierre 
Egypt ... Island. .. 112 
Italy—Sicily ... | St. Pierre : Island—C, 
856 Breton Island ... 183 


1856. 
Newfoundland — C. 
Breton Island ... 85 
P. Edward's Island — 
‘N. Brunswick ... 12 


Supplied to Telegraph 

ba fprrepairs,&c. 98 
1868. 

Malta Alexandria 
Italy—Sicily 


Nova Scotia .... 1 | Supplied to Telegraph 
1857. Cos. forrepairs,&c. 58 
Norway Fiords "NS | 1860. 
Danube ee 3 Malta—Sicily eee eee 54 
Ceylon—Hindostan. .. 30 | Tasmania— Australia 176 
1858. | France—St. Pierre Id. 2,584 
Italy —Sicily … ‘i 8 |St. Pierre Island — 


United States ... 749 
England—Hanover ... Supplied to Telegraph 
Norway Fiords re Cos. forrepairs,&c. 299 
Ireland — Newfound- 1870. 

land 1,012 | England—France ... xot 
Atlantic Tel. Co. … 1, 163 Suez—Aden ... ke 

Denmark—Heligoland 46 | England—Lisbon ... 823 
England -- Heligoland 328 | Lisbon—Gibraltar ... 331 


 Kilia—Odessa… 349-4 


Holland 


Supplied to Telegraph 


I.ofMan—Whitehaven 36 | Gibraltar—Malta  ...1,120 
Sweden—Gothland ... 64 | France—Bona... 
24 | Bona—Malta ... 
Malta—Sicily .. … 60 | Madras—Penang  ... 1,408 
Jersey—France … 21 | Penang—Singapore ... 400 
Liverpool -— Holyhead 19 | Singapore—Java ... 557 
gypt ove … 2 | Malta—Alexandria 904 
Indian Rivers .. ee | St. Maura—Ithaca 7 
1860. Zante—Trepito 
France—Algiers ... 520 | Supplied to Telegraph 
1861. Co's.forrepairs,&c. 636 
Corfu—Italy ... 0 1871. - 
Norway Fiords … 16 | Portugal--Gibraltar ... 150 
Dieppe—Newhaven ... 80 | River Tagus . ds I 
France—Corsica S08 Portugal—Gibraltar 
Malta—Tripoli ... 230 | Singapore —- Cochin 
Tripoli—-Bengasi ... 508 Chine: ... 000 
Bengasi—Alexandria... 593 | Cochin China—Hong 
1862. Kong … 075 
Ireland— Wales Rhodes—Marmarice ... ~ 22 
England—Holland ... 125 | Latakiyah—Cyprus... 86 
Greencastle — C. Clear 2 | Samos — Scala Nuoya 11 
1064." Mityleni—Aivali 
Sardinia—Sicily … 211 | Khania—Retimo ... 32 
Queensland ... … 18 | Retimo—Khandia ... 4r 
Khandia—Rhodes ... 201 
Egypt … … 13 | Khios—Chesmeh ... 6 
Queensland … Ir | Zante—Corfu ... ics 
United States ... .. 10 | Zante—Cephalonia ... 18 
1865. England—Prussia ... 223 
United States ... … 30 | Java—Sumatra 
1866. ava—Australia 1,082 
Ireland — Newfound- Supplied to Telegraph . 
land ae ... 1,896 Cos, forrepairs,&c. 447 
Ireland — Newfound- 1872. 
land fea .. 1,852 | Placentia—St. Pierre 
Fngland—Hanover ... 224 Island... 


1872. Miles. 1876. Miles, 
St. Pierre Id.—Sydney 182 Supplied to Telegraph, 
Constantinople Cos. for &c. 201 
Supplied to Telegraph 1877. 
Cos. for — &c. 29 Aden—Bombay . 1,888 
873. Penang—Rangoon . '853 
... 619 | Marseilles—Bona ... 463 


Vigo—Lisbon ... 247 
Ireland—Newfoundl'd 1 ,876 
Placentia—Sydney ... 314 
Sydney—Placentia ... 280 

euwerk— Heligoland 31 


Bona—Malta  .… 482 

Supplied to Télegragh 
Cos.forrepairs, &c. 747 
PR | 

Para -Maranham ... 309 


Lisbon—Madeira ... 613 | Torpedo Cables... ... 289 
Alexandria—Crete ... 359 | Alexandria— Cyprus eve 327 
Crete—Zante ... 238 | Supplied to Telegraph | 
Supplied 6° Telegraph Cos. forrepairs, &c. L2 563 
Cos. forrepairs,&c. 226 1879. 
| : 1874. Penang—Malacca … 274 
Zante—Otranto … 187 | Natal—Delagoa … 344 


3 

Delagoa—Mozambique 966 
Malacca —Singapore... 116 
Prussia—Norway .… 251 
Si ozambique—Zanzibar 631 

ingapore-—Jaya... ... 919 
1,908 
Supplied to Telegraph 

Cos. forrepairs,&c. 223 
3 1880. 

Cos. forrepairs, &c. 776 anganui — Waka- 

18 


75: puake, N.Z. 108 
Italy Sardinia … 118 | Hong Kong—Luzon... 528 
Yankalilla — Kingscote 38 | Placentia—St. Pierre... 109 
Ireland—Newfoundl'd 1,423 
England—Norway ... 423 
Norway—Sweden ... 94 
St. Pierre—Sydney ... 185 
Supplied to Telegraph 
Cos. forrepairs, &c, 985 


Italy—Sicily ... ie 5 
amaica—Porto Rico... 647 

artinique —Dominica 37 
Madeira—St. Vincent 1,196 | 


St. Vincent — Pernam- 
buca 1,844 
Ireland — Newfoundl'd 1,837 


« 


Cos. xe, 35 


876. 
1,282 
Cook’s Strait, N. Z.... 45 
Suez—Aden 


LOCKWOOD AND BARTLETT'S 
TELEPHONE RECEIVER. 


AN improved form of tele oc receiver has been 
patented in England and America by Messrs. Lock- 
wood and Bartlett, and seems likely to prove a 
valuable modification of the ordinary Bell instru- 
ment. Figs. 1, 2,and 3 show the new invention. The 
peculiarity of the arrangement consists in the con- 
struction of the end of the magnet to which the 
diaphragm is connected, whereby, through varia- 
tions of magnetic power between parts of the-same 
pole ofthe magnet, vocal sounds are transmitted to. 
the diaphragm or sounding board; this end is 
extended in the form of a U shaped spring, the outer 


free end of which, overhanging the end of the 
magnet, of which it is an extension, is expanded 


into a diaphragm, or has the latter connected with 
it in the manner to be explained. 

In the figs., A represents the body or handle of 
the receiver, made of wood or other suitable 
material, cylindrical in form, and enlarged at one 
end, A’, to receive the diaphragm, B, and ear piece, 
c. The handle, A, is perforated longitudinally to 
receive the magnet, B, which has a bobbin, E}, as in 
the ordinary Bell telephone. 

The magnet at the end, D?, is drawn out, reduced 
in size, and bent at a right angle to the body, D, of 
the magnet, and then again bent round upon itself 
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in a.U form until the outer end, a, overhangs the 
end, D?, of the body of the magnet as shown... 
' When the end, a}, is expanded to form. the 
diaphragm, B, as in fig. 3, then the U portion a? 
(ge 3) of the extension lies outside the case, A1. 
t has been found, however, that as good practical 
results have been obtained by making the diaphragm 
of wood, parchment, brass, &t., so as to act as a 
sounding board ; in this case the end, 41, of the 
magnet Is not expanded to form a diaphragm as in 


> 
RS 
“SS 
LL 4, 
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fig. 3, but is formed as shown by fig. 2, and the end 
of the extension is attached to the centre of the 
oS of wood or other material, as shown 
À 

"ir: compared with the Bell instrument it will be 
seen that the action of the new telephone is reversed, 
i.é., in the Bell arrangement the diaphragm is in a 
state of tension due to the attraction of the latter 
by the permanent magnet; in the Lockwood 
instrument the diaphragm is repelled by the action 


: 


of the permanent magnet, since the polarity of the 
end of the latter and its extended end are the same. 
The relative actions of the currents in both forms 
of instruments must, however, it is obvious, be 
similar, though the relative movements of the 
diaphragms in the two cases are reversed. 

We have had an opportunity of hearing the 
working capacity of this instrument, and can testify 
to its efficiency, the articulation being remarkably 
clear, so much so indeed that recitations from 
Shakespeare, and also sentences which ‘are’ most 
difficult to render telephonically were heard with 
perfect distinctness, 
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CITY AND GUILDS OF LONDON INSTITUTE 


EXAMINATIONS, | 
To thé Editor of THE TELEGRAPHIC JOURNAL. 


 SIR,—With reference to this subject, which was 
alluded to by your côfréspondent, “ A Student,” in your 
issue of the 15th inst., and on which you had an article in 
your last number ; as one who’has had some experience 
in the subject of telegraphy, permit me to draw atten- 
tion to the discouraging nature of the result of the 
recent examination. The small number of those who 
succeeded at the examination, and, particularly, the 
small percentage of: ‘first-class certificates awarded, 


_ Shows that the standard required, even in the elemen- 


tary stage, was exceedingly high, : I do not know what 


_ in the opinion of the examiner may constitute-an — 


‘‘ elementary’ knowledge of telegraphy; but seeing 
that the supposed object of the institute is to encourage 
technical education, I would respectfully suggest to him 
that there may be:a better way of doing this than by 
requiring elementary: students to give evidence of a 
decidedly advanced knowledge of the subject, Neither 
students nor teachers can :be said to be “‘ encouraged.” 
when they find that success, even in the elementary 
stage, is extremely problematical. The institute is 
stated to conduct its work of examination on the same 
lines as the Science and Art Department; but it is well 
known that this department affords a real and tangible 
encouragement to the study of science, and-that in-the 
lower stages it makes a fair allowance for the-imperfect 
knowledge of learners—this it does both by permitting 
a choice of questions, and by being satisfied with some- 
thing short of actual perfection in those attempted. 
If the work of South Kensington had been. conducted 
in the spirit of.the institute, it would never-have 
attained to its present condition of usefulness, The 


examiner, in his report, remarks upon the absence of 


drawings to illustrate answers; and I can understand 
that students would not always give drawings, as no 
reference was made to them in the examination paper ; 
but I am in a position to assert, that even a profusion 


of drawings, together with a very respectable know- 


ledge of the subject, have been, in many cases, insuf- 
ficient to obtain more than a “ pass,” and sometimes 
not even that. 

Allow me to point out that the plan of giving ten. 
questions, all ef which are, apparently, expected to be 
answered, is a very faultyone. It makes no allowance, 
and even if a student is able to answer them all, he 


| cannot do so in the time allowed ; either he must omit 


some, or he must hurry through them in such a way 
that he cannot do justice to himself. Why cannot the 
South Kensington plan be adopted, of giving ten or 
twelve questions, and requiring only eight of them 
to be attempted ? The recent alteration in the regula- 
tions, by which the elementary and advanced stages are 
to be combined, seems to me to be a step in the wrong 
direction. It has hitherto been too difficult to obtain 


_ the certificates in these two stages, and now that they 


are combined, it may fairly be supposed that it will be 
even more so—at least, so faras the elementary students 
are concerned. The institute should bear in mind that 
in order that qualified men may be encouraged to form 
and teach classes, it is absolutely necessary that they 
may be able to depend upon gaining something more 
than the meagre grants hitherto obtained; and if 
students are to enter these classes, they must have 
some assurance that their studies will enable them 
to pass the examinations creditably. 
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— 


In conclusion, I would state that this subject of 
technical education is, in my Opinion, of far too 
important a character to be left to the voluntary efforts 
of a private and irresponsible body, however well- 
meaning, and that the time has arrived when it can 
only be efficiently dealt with by Government. 


Yours truly,. 
W. M. M. 


Sotes. 


THE SWAN LIGHT IN THE BEAUFORT THEATRE.—Mr. | 


_D’Oyley Carte’s new theatre is to be lit by 600 Swan 
lamps. The dynamo machine for the purpose will be 
supplied by Messrs. Siemens Bros., by whom the con- 
tract has been undertaken. | | 


THE ELEcTRic LIGHT on Suips.—The s.s. City of 
Berlin and the s.s. Potosi have been fitted with Messrs. 
Siemens Brothers’ differential lamps. The s.s. City of 
Paris, the City of Rome, the Cunard s,s. Servia, and the 
Guion s.s. Alaska, are all fitted partly with Swan lamps 
and partly with the differential lamps. 

Trojan of the Union Company has one continuous 


current lamp. The dynamo machines in all these in- 


stances have been made by Messrs, Siemens Bros., and 
are of their well-known types. oa 


INFRINGEMENT OF ELECTRIC LIGHT PATENTS IN 
AMERICA.—The principal electric lighting companies 
in America, comprising the Brush, the United States, 
the Fuller, the American, the Jablochkoff, and the 
Western, have united in an organisation to enforce 
their numerous and important patents against manu- 
facturers and users infringing patents. | 


THE ELecTRic Light 1n GLAscow.—The electric 
light is to be introduced into the Girbal Tube Works, 
Glasgow. The form of lamp to be used is stated to be 
a patent of Messrs. D. and G. Graham of that city. 


THE ELECTRIC LiGHT CocKERMOUTH.—It has 
been decided to light the large places of Cockermouth 


by the electric light, and the small streets by Orion gas 
oil lamps. | 


THE ELecTRic Licut 1n DuNDEE.—The electric 
light has been successfully introduced into the establish- 
ment of Messrs. Lamb, Dundee. The Dundee Gas Com- 
missioners have decided that the introduction of the 
electric light into Dundee shall not be left to any private 
company or speculative promoters, but to themselves, 
In the meantime the gas manager is to devise means 


for making experiments with the electric light at the 
gas works. 3 


THE AMERICAN TELEGRAPH AND CABLE Company. 
—This Company has announced that it commences 
business to-day. The second cable of the Company 
will be completed, it is expected, shortly. Until this 
second cable is ready for traffic, the rate to New York 
will be 1s. 6d. per word. In London the Company’s 
address is, 21, Royal Exchange. | 


TELEGRAPHIC CCMMUNICATION WITH THE ORKNEYS. 
—The inhabitants of South Ronaldshay (Orkney) have 
received, in answer to their application to the Post 
Office for telegraphic communication, a reply that an 
annual guarantee of £545 will be required. ee 


Also the s.s. . 


LiGHTING Tratns.—The Great Northern Railway 
Company have commissioned Messrs, Crompton to fit 
up a train with Swan’s incandescent electric lamps. 


Tue Evectric Licnut EDINBURGH.—The trial of 
the Brush system of electric lighting for the streets of 
Edinburgh, which began on the 25th ult., has not been 
very satisfactory. The first night, after burning only 
for a short time, it went out, owing, it is said, to the 
want of water for the engines; and the succeeding night 
it burned brightly from eight o’clock to about half-past 
ten, again disappearing owing to the failure of the 
engine. No further trial is to be made until another 
engine of sufficient power is obtained. The Waverly 
railway station has been successfully lighted by the 
electric light. During Her Majesty’s stay in the city, 
Holyrood Square was illuminated by three lamps. 


BRITISH ASSOCIATION GRANTS FOR SCIENTIFIC 
Purposes.—The following grants, amounting to £1,280, 
have been made by the British Association for scien- 
tific purposes :—The Council: Exploration of. moun- 


tain district of Eastern Equatorial Africa, £100. 


Mathematics and Physics: Mr. G. H. Darwin, lunar 
disturbance of gravity, £15 ; Dr. A. Schuster, meteoric 

dust, £20; Professor Sylvester, fundamental invariants 
(partly renewed), £80; Mr. R. H. Scott, synoptic charts 


of the Indian Ocean, £50; Professor G. C. Foster, 


standards for use in electrical measurements (partly 


renewed), £100. | 


Att the materials required for the first section of 
the telegraph land lines in China, to be erected by the 
Great Northern Telegraph Company for account of the 
Chinese Government, have been gradually sent for 
some time since. The first shipments have arrived, 
and the line is now being very expeditiously erected. 


 Meanwhile the Chinese authorities have thought it 


desirable that the line should be duplicated from the 
very beginning, and the Great Northern Telegraph 
Company are therefore now preparing to ship all the 
materials required for that purpose.—%ournal of the 
Telegraph. | 


PRACTICAL INSTRUCTIONS ON THE USE OF THE 
DIAGOMETER IN TESTING OILS AND TISSUES.  Im- 
PROVEMENTS IN THE DIAGOMETER.—By L. Palmieri.— 
The author applies his “bifilar electrometer” to the 
examination of oils and tissues, in order to ascertain 
whether olive oil is pure or mixed with other oils, and 
whether cotton is present in silk and wool. At the 
upper extremity of a dry column, erected freely in a 
glass cylinder, and whose top, for the sake of better 
insulation, does not touch the glass cylinder, he intro- 
duces a lever which can be made to turn on a horizontal 
axle, which supports at one of its ends a vertical metal 
wire, terminating in a finer wire. Such another lever 
is connected with the charging-wire of an electro- 
meter, If the oil to be examined is placed in a glass 
trough and the two metal wires are plunged into it, 
always in the same manner, the time which elapses 
until the electrometer shows a certain deviation, say, 
5° or 10°, gives a measure for the conductivity of the 
oil. For the purest olive oil, which was first examined, 
this is very small, but in samples mixed with other oils 
it is decidedly greater. Hazel-nut oil and pine oil form 
an exception, but they are not likely to be used for the 
adulteration of olive oil. If in place of the oil there is 
used the thread of any tissue it can be perceived 
whether it consists of non-conductive silk or of con- 
ductive cotton, or of a mixture. The instrument was 
constructed by the author chiefly for investigating 
atmospheric electricity.— Wiedemann’s Beiblatter. 
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ON THE VARIABILITY OF THE RESISTANCE OF 
SELENIUM.—By J. Dicks.—Selenium spread upon a 


glass plate between two spiral copper wires had, at 5°, - 


10°, 20°, and 30°, the respective resistances of 
1, 0.86, 0.59, and 0.40 X 66,000 ohms. If melted 
it conducts well, If illuminated at different distances 
or with several candles the results were correspondent, 
—Wiedemann’s Beiblatter. | 


THE CONSTANT AND DEPOLARISED VOLTAIC 
Cotumn. — By G. Mocenigo. — Circular alternately 
connected copper and zinc plates are fixed upon a 
horizontal axis, kept in rotation by an electro-magnetic 
machine, and dip with their lower third part into the 


several compartments of a trough which can be raised. 


or lowered. The metallic ends of the axle serve to 


connect the column with the remainder of the circuit. 


_ The trough is supplied with the exciting liquid through 
tubes leading to a reservoir.—Wiedemann’s Beiblatter. 


CONSTANT AND POWERFUL BATTERY, WHOSE RESI- 
DUES CAN BE ELECTRICALLY REGENERATED.—M. 
Reynier.—The amalgamated zinc plate, from which is 
cut out a strip projecting up out a 
caustic soda, and the copper element in the solution of 
blue vitriol. Both are separated by several leaves 
of parchment paper dolded together. The original 
electro-motive force of the element is 1.47 volts, but 
after prolonged action it sinks to 1.35. The resistance 
of an element 0.2 metre in:height and containing 3 
litres == 0.075 ohms. If the direction of the current 
is inverted the previous conditionsare restored. The 


liquids can be made more conductive by the addition’ 


of salts.—Wiedemann's Bieblatter. 


TRE ELECTRIC LIGHT IN LIGHTHOUSES.—A new 
lighthouse, in which the electric light is to be used, has 
= been completed at Marseilles. The cost of the 
ight will be about 2s, 3d. per hour, against 3s, 1d., 
the cost of the ordinary light; but taking into account 
_ the intensity of the flame, the cost of the electric light 


is seven times less than the cost of that which it will 


replace. The new lighthouse will be one of the finest 


on the French coasts. The light, which will be equal 


to 3,500 gas jets, will be visible at a distance of 27 


Putents—1881. 


3731. ‘Apparatus for transmitting and receiving 
audible signals by means of electricity.” A. F. 
ST. GEORGE. Dated August 26. 


3768. ‘Automatic electric signalling apparatus 
(armatures, &c.).” W.MorGaAN Brown. 
cated by O. Gassett & J. Fisher.) Dated August 30. 
(Complete.) | 


3771. ‘An improvement or improvements in the 


production of voltaic electricity.” A. Banks. Dated 


August 30. 


3790. ‘‘ Covering, protection, and insulation of 
electrical conductors, or cables for telegraphic, tele- 
phonic, and other purposes.” W.R.Lake. (Commu- 
nicated by S. D. Strohm.) Dated August 31. 


3790. “Covering protection and insulation of 
electrical conductors or cables for telegraphic, tele- 
phonic, and other purposes.” W. R. LAKE, 
nicated by S. D. Sthrom ) Dated August 31. 


3799. ‘‘ Construction and manufacture of electric 
lamps.” W.Crooxes. Dated August 31. 


the liquid, dips in 


(Communi- 


(Commu- 


3804. “Commutators for dynamo or magneto- 
electric machines, and electric motors; also applicable 
to other electrical moving contact surfaces.” P. JENSEN. 
(Communicated by T. A. Edison.) Dated September 1. 


3808, ‘‘ Means and apparatus for conveying sound 
to a distance from theatres, and such like localities, by 
telephonic transmission,” C. D. ABeL. (Communi- 
cated by C. Ader,) Dated September 1. 


3809. “Apparatus for and arrangements of tele- 
phonic exchanges.” C.D. Aset. (Communicated by 
La Sociétié Générale des Téléphones). Dated Sep- 
tember r. | 


3812. ‘ Method of and apparatus for transmitting 
secret messages by electro-magnetic telegraph.” W. 
R. Lake. (Communicated by A. F. & F. B. Mise). 
Dated September 2. | | 


3821. “ Electric lamps or regulators.” 
and J. Main. Dated September 2. 


3822. ‘An improved electric lamp or regulator.” 
A. Tugini. Dated September 2. 


3832. ‘Machinery for winding or coiling wire upon 
annular armatures for electro-magnetic or magneto- 
electric-apparatus or machines.” W. R. Lake, (Com- 
municated by G. R. Haase and J. P. Recker.) Dated 


A. L. Fyre 


. September 2. 


3857. ‘A perpetual electro-magnetic motor.” C. 
Le Sieur. Dated September 5. _ 

3871. ‘ Dynamo-electric machines.” H. A. Har- 
BOROW. Dated September 6. , | 

3880. ‘Improvements in ‘the manufacture of re- 
volving armatures and other partsof electrical apparatus, 
and in machinery therefor.” W. R. Lake. (Com- 


municated by C. Dion). Dated September 7. 


3890. ‘“ Electric lamps.” 
Dated September 8, 


3803. “Electric lighting apparatus.” W. R. Lake. | 
(Communicated by W. S. Hill). Dated September 8. 


898. ‘Improvements in apparatus for igniting 
gas, for illuminating by means of electricity, and in 
batteries connected therewith. A. J. HALLAM and J. 
WatsH. Dated September 8. 


3 ‘‘ Improvements in and relating to apparatus 
for indicating the speed and direction of motion of 
machinery, a part of which invention is applicable also 
to pneumatic bells.” J. L. Patrutto. Dated Sep- 
tember 9g. 


D. G. FITZGERALD. : 


ABSTRACTS OF PUBLISHED 
_ SPECIFICATIONS, 1881. 


65. “Electric lighting.” P.M. Justice. (Acom- 
munication from abroad by Henry Curtis Spalding, of 

the City of Boston, America.) Dated Jan. 6. 6d. 
Consists in sub-dividing a group or assemblage of 
massed lights into lesser groups, each sub-group being 
in an electric circuit separate and distinct from the 
other, and the lights composing each sub-group being 
so selected as to be interspersed with and separated 
from one another by the lights of other sub-groups. 
The figure represents an assemblage of, say, thirty-two 
lights arranged in a circle; another arrangement con- 
templates the use of eight batteries or machines, one to 
each sub-group of four lights. In selecting the lights 


for each sub-group they are taken from such points in 


the circle that they will be as far as possible removed 
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from proximity: to one another. For instance, as 
indicated in the diagram, the circuit controlled by 
battery: a contains four lights, 1, 2, 3, 4, battery 8, 


£ 2 
q | ert 
20. 


5, 6, 7, 8, and so on. - Each light of each sub-group is 
thus separated from its nearest fellow by seven. other 
lights of other sub-groups. | 


129. “Galvanic polarisation batteries or magazines 


of electricity.” J. H. Jonson. (A communication 
from abroad by Camille Faure, of Paris.) Dated Jan. 11. 


6d, Relates to the well-known Faure batteries, and has 


reference to the preparation of the elements of these 


batteries by covering them by mechanically coating, 


electro-plating, or chemical precipitation or deposit, 
with a layer of spongy or porous lead of suitable thick- 
ness, whereby it is rendered possible to impart to such 


batteries a considerable power of absorbing and storing 


FIGE, 
À, 

7 À 


up electrical energy, which may be subsequently em- 
plo 


yed as required, and the invention also has reference _ 


to novel processes and’ apparatus for enabling this 
important: practical result to be obtained, In carrying 
out the invention, leaden plates or blades are princi- 
pally employed as a support for the porous or spongy 
materials with which they are covered by mechanical 
application, electro-plating, or galvano-plastic process, 
chemical precipitation or deposit or by simple adhesion. 


| 


: In order to render these supporting plates capable of — 


storing up a sufficient quantity of electricity, the plate 


_or pair of plates or elements are prepared by covering. 


them with a coating composed of metallic: salts or: 


oxides, intimately’ mixed with inert substances, for 


example, by employing a coating of sulphate of lead | 
mixed with pulverised coke, which mixture may be 


‘moistened with a small quantity of gelatine. ‘The pre. 


pared plates are immersed in sulphuric acid and 
submitted to the action of a battery. The deposit of 


porous lead on the surface of the element ‘may-also be- 
obtained by-depositing the lead from a soluble salt of 


lead by means of galvanism and in a pulverulent cons : 


dition by employing a powerful current of electricity: 


The two primary elements may be of a metal other 


than lead, such as copper for example, and may even 
_consist of coke or carbon and be surrounde 


with 
oxides or salts of lead more or less mixed with carbon: 


other-inert substance. The deposit may also be of 
_ any thickness, the object in view being to deposit upon 


the element: or upon the two elements a thick’ layer of 


_metal in a rough and spongy condition and capable of 


being oxidised to a considerable depth so as to obtain 


in the batteries by means of one or two operations of 
short duration the same effect which has heretofore’ 
been obtained in batteries of this ‘description, or 
… polarisation batteries, with lead plates, constructed’ 


according to what is known as Planté’s‘system in a less 
efficient manner, and by means of: an operation requir- ’ 
ing several weeks to carry out, Fig. 1 represents a 


_ vertical section of-a battery constructed according to : 


this invention, with flat plates as hereinafter described. 


| Fg. 2 is a vertical section of a battery constructed with 


circular plates or elements. Fig. 3 is a vertical section © 
of a battery composed of flat plates forming cells. 


_ According to the arrangement illustrated in fig. 1, a. 


pair of elements having flat and parallel surfaces is 
employed, being composed of two thin lead plates A. 
and B covered or coated with a porous covering’ as 
hereinbefore described, and placed in a rectangular 
vessel containing water acidulated with sulphuric acid. 
In the arrangement illustrated ‘in fig. 2; a pair of cir- 
cular elements is employed, consisting of an external 
cylindrical element a of lead covered or coated inter- 
nally with a porous covering as hereinbefore described, 
and surrounding a central rod B of lead or carbon in- 
closed in a cylinder or vessel c of porous materials, 
the whole being immersed in an acidulated liquid con- 
tained in a, suitable external vessel p. The annular 
space between the porous cylinder c and the central 


element is filled in the first instance with sulphate of 


lead and coke intimately mixed, a certain quantity of 
coke in.a granular condition being also introduced into 


the mixture with saw dust or other suitable analogous 


substance in order to obtain a mass sufficiently porous. 
The space between the porous cylinder c and the 
external circular element, a, may be filled up ail round, 
or the ccmposition may be supported against the in- 
ternal surface of the element, a, only by any suitable 
device, such as a second porous cylinder or vessel 
arranged externally and concentric to the first, and 
leaving a clear annular space for the liquid. These two 
quantities of composition thus applied to their ‘respec-°. 
tive elements are then reduced and oxidised as herein- 
before described, or the pasty mass of which they are 
composed may be previously prepared and introduced 
round the elements, as it will be readily. understood 
that the paste may be prepared in large elements, and 
subsequently transferred to other pairs or couples. 
According to another arrangement, shown in fig. 3, à 


battery having a number of pairs of plates connected © 


together for currents of high tension is employed, pro- 
vided with a number of plates, a, a, a, a, of lead, which 
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may each present a surface of about one yard in are*- 
These plates, a; are prepared as hereinbefore described 
on both sides. and are arranged parallel with each other, 
and secured. in position at the proper distance apart by 
means of strips or distance pieces, c, of india rubber 
provided near the 7. of the plates, and are pressed 
together by means of external slabs or plates, H, sup- 

orted by bars, b, of wood, connected by bolts so as to 
orm a compact and strong casing, in which each of the 

spaces between the lead plates, a, forms a cell capable 
| of retaining the acidulated water without leakage. The 
spaces between the plates, a, may, if preferred, be filled 
with felt, asbestos, or other sufficiently porous substance 
capable of maintaining the plates at the proper distance 


apart, and preventing the liquid from splashing in case — 


of the battery being moved, — 


153. ‘Electric lamps.” A. MuIRHEAD and J, Hop- 
KINSON. Dated Jan. 12, 6d. Has for its object chiefly 
_ improvements in arc electric lamps, and relates both 
to the mechanism of the lamps and to carbon filaments 
for incandescence lamps. Fig. 1 is a view of an elec- 
tric lamp constructed according to this invention ; 
fig. 2 is a detached view of the brake wheel, with 
the controlling electro-magnet. Referring to fig. 1, 
ais the rod carrying the upper carbon, c, and having 
cut on it a screw, B, B, and groove, D, D, the screw, B, B, 
working in the fixed nut, E, E (better shown in plan 
in fig. 2), and the socket of the revolving wheel, Fr, 
The socket contains a key o, fig. 2, working in the 
groove, D, D. The wheel, F, ‘is geared into a lantern 
pinion, G, on the same axis as the break wheel, H, and 
the revolution of the latter, caused by the descent of the. 
rod, a; through the fixed nut, E, and the socket of the 
wheel; ¥, is controlled by the armature, k, of the electro- 


FIC.2. 


magnet, 1,1. The coils of this electro-magnet are con- 


nected to the terminals and to the insulated rod leading 
to the lower carbon, and thus a shunt to the arc is 
formed. The armature, K, of the electro-magnet, 1, 1, 
is kept bearing against the brake wheel, H,by means of 
an adjustable spring, L, the tension of which is over. 
come by the current in the coils of the electro-magnet, 
1,1, and the wheel permitted to revolve whenever the 
arc is too long. The lower carbon, M, of the lamp is 
carried by a holder, n, attached to the armature, R, R, 
of another electro-magnet, 0, 0, and is kept pressing 
against the upper carbon, c, by the spring, Pp. The 
action of the lamp is as follows :—Supposing the car- 
bons to be in contact, on passing a current through the 
lamp circuit from x! to x? the electro-magnet, 0, 0, 


will be excited and draw down the armature, R, R, to- 


hrs with the lower carbon, M, the upper carbon, c, 

eing prevented from following by the brake, and thus 
the arc will be formed between c and M. Asthe car- 
bons burn away the resistance of the arc to the passage 


of the current becomes greater, and consequently the 
current in the coils, 1; 4, of the .electro-magnetic:shunt 
becomes greater until the magnet so excited is strong 


oma | 


enough to overcome the tension of the spring, L, when 
the brake wheel, 4H, will be. liberated and the rod, a, 
Carrying the upper carbon allowed to. approach the 
lower one to the required distance. | 


The carbon filaments are prepared by igniting them 


_ in a vessel containing the vapour of bisulphide of carbon. 


218% ‘‘ Apparatus for producing electric light.” 
J. E. H, Gorpon. Dated Jan. 17. 6d. Relates to 
improvements in the inventor’s electric lamps for pro- 
ducing light by the discharge of high tension alternating 
currents between metallic or other balls. The figure is a 
side elevation of a lamp formed in a way suitable for 
lamps of great illuminating power. The globe is first 
formed with a long neck, as shown, and with a con- 
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traction at the lower end of the neck. Into the neck is 
inserted a glass rod, c, carrying wire stems, À, and 
refractory balls, a!, and having the conducting wires, D, 
attached to the ends of the stems. The rod, c, is 
formed with a glass stem terminating in coils which fit 
within the neck. The lowest coil rests on the contrac- 
tion at the bottom of the neck, and the balls are thus 
suspended at any required height within the globe. 
‘The conducting wires are led through eyes formed on 


the interior of the glass coils, and are so kept apart 
from one another. A contraction is then formed in 
the neck ; the neck is cut at the contraction and a quill 
glass tube, G, joined on to it. Two short lengths of 


quill glass tube, H, are also joined to opposite sides of | 


the neck, The conducting wires are drawn up through 
the small tubes, H, by means of a hook lowered through 


_ them, and the extremities of the tubes are softened and 


sealed. The extremities of the conducting wires, D, 
should be bent into small loops so that they may the 


more readily be caught and drawn up; the ends of the | 


wires should also be just tipped with a small bead of 
glass before they are put into the neck, otherwise the 
ends whilst they are being drawn up towards the 
tubes, H, might scratch the interior of the neck, and 


render it liable to crack when heated. The tube, a, 


which is joined on to the end of the neck is bent into a 
hook form, so that the lamp may be suspended by this 
hook, Afterwards the globe is exhausted and filled 
with hydrogen or nitrogen or other inert gas, and then 
again partially exhausted, and the glass neck then 
sealed and its end broken off. 


225. “Electric lamps,’ &c. ST. GEORGE LANE Fox. 
Dated Jan. 18. 6d. Consists of improvements in 
electric lamps, of the manufacture of improved burners 
or ‘luminous bridges” for such lamps, and of means 
of turning on and off electric currents for lighting and 
extinguishing lamps. Fig. 1 is a vertical section of 
one of the improved lamps. a isthe flask or globe ; 
a, the luminous bridge; à, 4, the platinum wires; c, c, 
the spirals formed at the lower ends of these wires, 
into which the ends of the bridge, a, are inserted, and 
in which they fit tightly, the spirals and bridge being 
cemented together with Indian or Chinese ink, as 
already stated. The upper parts of the platinum 
wires, 6, 6, are fused into solid pieces of English lead 
glass, d, d, which forms the bottom of tubes, e, e; 


the upper ends of the wires extend into these tubes 
which contain mercury, and the condûcting wires or 
terminals, 7, 7, dip into the mercury. The tubes, e, e, 
are closed at their upper ends by a layer of marine 
glue, g, and a layer of plaster of Paris or other cement, g', 


= 
= 


Pig. 2: 


For turning on and off the currents for lighting and 
extinguishing lamps, as, for instance, a number of 
street lamps without lighting or extinguishing the lamps 
in adjoining houses, which derive their current from the 
same electric main as the street lamps, the following 


FIG. 2. 


means are adopted (Fig. 2):—There is employed im 
connection with every lamp, B, to be lighted or ex- 
tinguished an electro-magnet, F, of very high resistance, 
many times greater than that of the lamp. The 
circuit of this electro-magnet is always closed, so that 


a feeble current is always passing through it from the 
‘main, c, to the earth, p. In connection with this 
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magnet is a spring armature, H, the tension of the 
spring exactly balancing the attraction of the magnet 
at the normal electro-motive force of the main. An 
increase or decrease in such force will therefore make 
the armature approach or recede from the magnet, 
The.armature is placed so that the movement caused 
by a momentary increase of the electro-motive force 
closes the circuit of a second electro-magnet, 1, and 
that the movement caused by a momentary decrease of 
the force closes the circuit of a third electro-magnet, kK, 
these two magnets being each then joined between the 
main and the earth. One of these magnets, 1, turns 
the lamp current on and the other, Kk, turns it off when 
their circuits are respectively closed. This is effected 
by means of the bar, L, connected with the main, c, 
and having mounted on it an armature. M. The 
movement of the bar to the magnet, 1, makes contact 
with the lamp, B, through the peg, G, while the move- 
ment of the Rar to the magnet, K, breaks the contact. 
The momentary increase of the electro-motive force 


can be conveniently produced by the momentary intro- 
duction between the main and the earth of a powerful | 
secondary battery, and the momentary decrease by the © 


sudden short circuiting of the mains with the earth or 
by a sudden check of the source of supply of the 
electro-motive force. N is an insulated stop to pre- 


vent the armature, M, coming into contact with the | 


magnet, K, and therefore avoid the expenditure of 
electro-motive force which would otherwise take place 
through this magnet when the lamp is not lighted. 
_ The peg, G, is also so placed as to prevent the armature, 
M, coming into contact with the magnet, 1. ni: 
. 253. ‘‘ Apparatus for producing electric currents,” 
&c: CHARLES GODFREY GuMPEL.. Dated Jan. 20. 
iod.. Relates to apparatus for producing electric 
currents and for applying such currents for the pro- 
duction of light and for the transmission of motive 
power, fig. 1 shows one arrangement of the invention, 
in which six poles are connected to one extension, a, 
forming one magnetic field; fig. 1 shows also the 


— 


it! 
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armature made in barrel form according to the inven- 
tion, sections thereof showing various modes of con- 
structing it, being represented to an enlarged scale by 
figs. 2, 3, and 4. In fig. 2 the soft iron barrel, 4, of the 
. armature is slotted to prevent or impede longitudinal 
induction, the barrel being supported at each end on 
non-magnetic bosses fixed to the central shaft; fig. 4 
Shows the barrel constructed of a number of iron rings 


electrically insulated from each other, supported on a 


wooden core and clamped together by two end bosses. 
In all cases the surface of the barrel is divided: by 
longitudinal .ribs as shown by the transverse section, 
fig. 3, the spaces between those ribs receiving the 
insulated copper wire coils. These ribs in the con- 
structions shown in figs. 2 and 4 are in one piece 
with the barrel or its sections; at each end of each rib 
there is a projection to facilitate the winding of the 
coils, One form of electric lamp, according to the 
invention, is shown in fig. 5. The upper carbon, A, is 
held in a socket tube having on its side a toothed rack 
gearing with a pinion, B, which has fixed on its axis a 
ratchet wheel, c. 
is hinged to the arm, E, of the armature of an electro- 


magnet, F, this arm being sustained by an adjustable 


spring, G A spring pawl rack, H, bears against the 


. ratchet wheel, c, which along with the pinion;-s, is 


mounted in a movable frame, x, having its descent 
limited by an adjustable stop nut, L. The coil of Fr 
being in the lamp circuit the action is as follows :— 


Fic. 


The carbons being in contact when a current is 
transmitted, the electro-magnet, F, becoming excited 
attracts its armature, thus lifting the shoe, p, and with 
it the wheels, B and c, and frame, k, and thus raising 
the upper carbon to the extent determined. by an 
adjustable stop, M, and starting the arc. Should the 
distance between the carbons become too great, the 
electro-magnet loses attractive power, allowing the 
carbon to descend, during which descent the wheel, c, 
being held by the pawl rack, H, is caused to turn partly 
round, feeding forward the carbon, whereupon the 
electro-magnet again acts, adjusting the distance of 
the carbons. | | 


286. ‘‘Telephones.” FRIEDRICH H. F. ENGEL. (A 
communication from Johann Heinrick Kônigslieb, of 
Hamburg.) Dated Jan. 22. 4d. Relates to certain 
improvements in telephones, and has for its purpose to 
increase the power of transmitting sounds, words, and 


This wheel rests ona shoe, p, which : 
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so forth, by such instruments, and also to render more 
distinct or clear the transmitted words or sounds. In 
the figure Ais athin walled wooden box forming part of 
the casing or body of the instrument placed underneath 
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the metal diaphragm plate, » Bis thé resonance or 
resounding-box surrounding the above box, a, and is 
furnished with sound holes, s, of which one or more 
may 
ends into box A. 


288. “Controlling engines for driving dynamo- | 


electric machines.” J. RICHARDSON. Dated Jan. 22. 
8d. Relates to an improved method of and appliances 
for controlling and regulating the speed of engines 
employed for driving dynamo-electric machines. The 
engine steam passage is fitted with an equilibrium 
throttle valve, which is acted upon by a sensitive high 
speed governor, upon which is mounted a small dynamo- 
electric machine, which is actuated by the same current 
as that which produces the light, so that its power shall 
vary in the same proportion as the intensity of the 
current varies. The figure shows a side elevation of a 
-Robey engine. a is a high speed governor acting direct 


upon an equilibrium valve contained within the chest, B, | 


Instead of driving this governor in the ordinary manner 
by a belt, strap, or gearing from the engine, it is driven 
by a small electro-motor, c, which may be attached 
direct to it, or it may be fixed at a distance, This 
electro-motor is actuated by a portion of the main 
current which produces the electric light, and its speed 
_ varies in relation to the intensity of the said current, so 
that when the large dynamo-machine which produces the 
current has reached such a speed as gives the required 
intensity, the governors at the same time attain suffi- 
cient speed to shut off all further admission of steam, 


and the current is therefore retained exactly at this - 


intensity; and as all changes of intensity, however 
minute, instantaneously affect the admission of steam, 
whatever may be the variations of intensity in the 
current, these are instantaneously rectified by a greater 
or less admission of steam, thus maintaining the cur- 
rent at a practically uniform intensity. It is evident 
that while the governing would be perfect so long as 
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be applied; R is the magnet, reaching with its 
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the large dynamo-machine were ‘being driven, yet 


should any accident arise to the driving belt:of this 
machine or other connections between.it and the steam 
engine so as to cause its stoppage, and therefore a 
cessation of current, the governors would instantly fall, 
and full steam would be admitted to the engine. This 
is automatically prevented inthe following manner :— 
The stalk of the equilibrium valve is prolonged through 
the bottom of the valve chest, as shown at D. Upon 


this is slung an electro-magnet, E, whose weight is 
sufficient to close the valve. So long as any current is 
passing a small portion of this is taken through the 
said electro-magnet, and it is magnetically held to the 
underside of the valve box, 8, thus leaving the equi- 
librium throttle valve to be freely acted upon by the 
governor, The moment the current ceases, however, 
this loses its magnetic force, and falls upon the collar 
of the stalk, p, thus holding it down and preventing 


any further admission of steam. | 
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